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Nots and Buts of Good Besos 
OT long-face hard-luck stories, but Red-blood 
Optimism. Not surrender to conditions, but 
Greater Effort to Win. Not graft, but Service. 
i 
Farm Wealth Makes Big Increase 
| edel cce in agricultural pursuits is conclu- 
sively shown in figures recently issued by the 
U. S. Department of Agriculture. These indicate an 
increase of nearly six billion dollars in the value of 
farm products in 1917 over the same products in 1916. 
Last vear almost 1975 billion dollars came from the 


Chart Showing Increased Value of 
Crops and Animals and Animal 
Products on United States Farms 
from 1898 to 1917. 
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/ $13,449,000,000 
/ 
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$19,443,843,000, 
/ In 1917 


1913 / on increase of \ 
$5,994,000,000 ` 
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Billions of Dollars 
farms. This is nine billions more than in 1915. A 
good portion of the profits on this gross business 
should be spent to stop waste and put farms on a 
basis where they will continue to be money-making 
and expense-proof when the high tide of prosperity 
begins to decline. 
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A Financing Plan 

N interesting plan for housing war workers has 

been proposed by Lawson Purdy, former presi- 
dent of the New York City Tax Department. A lim- 
ited dividend corporation would be formed, to which 
the Federal government shall contribute four-fifths 
of the capital, and local capital one-fifth. The gov- 
ernment is to receive 414 per cent interest, and the 
local capital is to draw a dividend not exceeding 5 
per cent. The rent should not be more than one-fifth 
of the prevailing wage, nor more than 1O per cent 
on the actual cost of the building. An amortization 
charge of 2 per cent would pay off the government's 
claim in approximately twenty-seven years, and the 
renters would then own their own homes. Sufficient 
land should be acquired by purchase or condemnation 
proceedings to build a complete town unit, including 
not only dwellings, but stores, theaters and other 
necessary buildings. The cost of five-room two and 
a half story cottages of brick and concrete with mod- 
ern improvements would run from $2,500 to $3,000. 
If the rent averaged $25 a month, or $300 a year, it 
would be apportioned as follows: 


Tiree 93⁄4 ORF CHM: cancun cnandeesgivenshons TIPTON, $ 45.00 
Insurance, repairs, etc., 2 per cent..................... 60.00 
Five per cent dividend on one-fifth capital............. 30.00 

Four and one-half per cent interest on four-fifths 
a EE A E S A EA A T 108.00 
Two per cent amortization............................ 48.00 
Contingit itn LeoosedausuuterokusrucnéckRRuivueaE RAS 9.00 
$300.00 
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The AMERICAN BUILDER takes pleasure in presenting on the twenty pages following several 
authoritative industrial housing articles, and a collection of twenty-three industrial housing 
designs—real homes for workingmen of the sort so urgently needed right now in hundreds of cities 
and towns in practically every State of the Union. The AMERICAN BUILDER has for years been 
featuring the type of dwellings wanted at this time to house the nation's war workers; it is 
the greatest available repository of housing designs and data, and the AMERICAN BUILDER read- 
ers—the house building contractors — are the men who are handling the great bulk of this 


industrial housing work. 


"Efficiency" as Applied to Industrial Housing 


DO AWAY WITH “BED ROOMS” AND SAVE A THIRD 


By E. L. McCarthy 


NE of the great problems now coníronting the 
large manufacturing institutions of the country 
is the proper and adequate housing of the 

workmen employed at the different plants. The most 
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"ix Rooms Are Compressed Into Four 
in This Cottage by Making the Dining 
Room and the Living Room Each Work 
Twenty-four Hours a Day Instead of 
Only Half Time. 


expert men obtainable are employed to develop plans 
for houses that will furnish maximum accommoda- 
tions and at the same time be moderate in cost. 

The logical and most practical solution to this prob- 
lem is to analyze the old plan of housing, take advan- 
tage of the mistakes that have been made and get down 
to the modern basis of efficiency and economy of space. 

Not so many years ago real estate sold by the acre 
instead of by the foot and buildings materials could be 
purchased at a very low price. Every family had a 
large house and garden; and very little thought was 
given to economy either in building construction or in 
housework. 

Surrounded by such conditions, we formed the ex- 
travagant habit of building houses just about twice the 
size necessary in order to have two complete sets of 
rooms, one to occupy at night and the other to occupy 
during the day. At that time the modern bungalow 
and small cottage were practically unknown. 

Today modern economic conditions have forced us 
to abandon our extravagant ideas and figure out how 
we can build more economically without sacrificing 
comfort or convenience. Labor and materials are very 
scarce and must be conserved to meet the government 
requirements. Houses must be built-in the minimum 
space of time to accommodate the vast influx of work- 
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men to the industrial centers. On account of the large 
number of houses the cost of construction must be 
reduced to an absolute minimum per unit. 

The solution lies in the elimination of bedrooms. 

This statement may sound peculiar to a great many 
readers who will remark, “How in the world can I get 
along without bedrooms ?" 
Can you figure out any good reason whv a whole room 
costing from $300 to $600 to build should be set aside, 
labeled “bedroom” and then be used only a few hours 
at night? 
idle, yet you must furnish, heat, light, decorate and 


Stop and think a minute. 


All day long this room stands absolutely 


keep it clean just the same as any other room. In other 
words, you are investing your money where it earns 
dividends only one-third of the time. 

The modern builder builds for efficiency. He 
makes every room work twenty-four hours every day. 
This is accomplished by the use of the concealed bed, 
which eliminates the necessity of the bedroom. 


The concealed bed has changed the whole idea of 
what a home should be. It is not a folding bed, but 
a full-size, all-metal bed, standard in every dimension, 
so constructed that during the day When it is not needed 
it is swung into a clothes closet and concealed behind 
a door only 3 feet wide. When night comes in ten sec- 
onds' time and with scarcely any effort, the bed is 
swung out of the closet and lowered for use in the 
adjoining room. Any living room or dining room 
can be almost instantly converted into a sleeping room. 
Instead of sleeping in small crowded bedrooms, the 
largest, best ventilated rooms in the house are used for 
sleeping purposes at night, when they are no longer 
needed as living rooms. 

Study the accompanying plans for a moment: Above 
is shown the modern three-room house with five-room 
accommodations made possible by the use of two con- 
cealed beds, one in the living room and the other in 
the dining room. During the day you have the regular 
living room, dining room and kitchen. At night you 


During Day Bed Put Away. 


have a kitchen and two : : 
large, airy sleeping 


rooms. Only three M 
ë " Kx 
rooms to furnish and ; 
keep clean, but just as 
E YA PE. 
comfortable as a five- KITCHEN 


This little 
cottage is only 18 feet 
wide and 30 feet long, 
yet the living room is 
17 bv 10 feet, the din- 
room 10 feet 6 
inches by 9 feet, and 
the kitchen 10 feet 6 


room house. 
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inches by 7 feet 6 | LiviNG Roor 
inches. Even in such a wpe 
small house there is no L 
feeling of being over- ——— i 
crowded, all on ac- foRCH 
count of the arrange- | i) 
ment. I 
a 8:9 4 


The saving in con- 
s ET. E * as Here Is à Modern Three-Room 
struction betwe en this Cottage with Five-Room Effi- 
ciency Due to the Disappearing 
Bed in the Living Room and in 
the Dining Room. 


house and one of five 
rooms makes it worthy 
of much consideration. 

The other plan is for a four-room house with six- 
room accommodations. Two concealed beds are used 
in this house and one regular bedroom is provided. 
The same ideas are carried out as in the three-room 
with the exception that no bathroom is provided. This 
house with six-room efficiency is only 21 feet 6 inches 
wide and 26 feet 6 inches long, yet it furnishes per- 
fect sleeping accommodations for six people without 
overcrowding. 

The concealed bed is no longer an experiment. It 
is a pronounced success and is in general use today 
in every section of the country. No other one idea has 
been so instrumental in reducing construction cost and 
furnishing maximum accommodations in a minimum 
space. 


At Night Good Bed in Sight. 


HOW THE LIVING ROOM IS TURNED INTO A — MÀ ROOM BY OPENING THE CLOSET DOOR AND SWINGING 
THE BED. 
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THREE-ROOM FRAME COTTAGE. Here is a trim, snug little home of the kind the people want. Size 22 by 24 feet. It is laid 
out for maximum economy, but will serve & small family very well. 


FOUR-ROOM COTTAGE OF HOLLOW TILE STUCCOED. This is narrow lot design, only 20 feet in width by 31 feet 6 inchee 
ia length. The living room is of generous size and the kitchen is large enough to serve as dining room also. There are two 
bedreoms. 
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SQUARE FRAME BUNGALOW. This design shows four rooms and bath. Size on the ground 24 by 24 feet. Kitchen serves alse 
as dining room. The heavy porch is desirable for the architectural effect. 
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BUNGALOW TYPE COTTAGE. This design, 24 by 34 feet, gives four rooms and bath nicely arranged. Two closets and a pantry 
are previded. Wide boards for the foundation with narrow siding above and gables shingled, make the exterior attractive. 
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SIDE ENTRANCE SHINGLED COTTAGE. This is a larger house, size ?4 by 40 feet, containing six rooms and bath, besides some 
space upstairs Entrance is at the side; private porch in front. 
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TWO-STORY FRAME HOUSE. Here is an economical design, only 22 feet wide by 25 feet deep, not including porches. f 


There are three rooms downstairs, two rooms and bath upstairs. It gives variety to any Mdustrial village to work in some 
two-story houses. 
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ndustrial Housing 
to Aid War Activities 


Consult us about any housing project that is under way or contemplated in your locality. 


We are especially well equipped to help our readers with suggestions, ideas and layouts 
for industrial villages, groups of homes or single dwellings for workingmen. We have a 
remarkable collection of designs suited to all localities and for any climate. 


We can furnish any housing organization, corporation or contractor complete informa- 
tion on any type of home, from temporary barracks or bunkhouses to up-to-date, comfort- 
able, well-equipped residences. 


If coupon below does not completely cover the information needed for any Housing Project, write full 
particulars on separate sheet and mail it, together with coupon, to 


AMERICAN BUILDER 
1827 Prairie Ave. Chicago, Ill. 


CUT OR TEAR OFF COUPON | 


In your town is there a shortage of Workingmen's homes? 


If so, what is the cause? SSS s d 


Give names of corporations interested in housing employes ? 


How many new homes are needed ? - -——ÀO— —— — — Í— 


Size of Houses wanted (number of rooms)? 


What type of construction ? 

Have plans and specifications been prepared ?__ 

What movements are under way to supply these needed homes? 
Names and addresses of men in charge of such housing work ?__ "— sa 
Will housing be permanent or temporary? — wwe — 


Houses for rent or for sale ? x P LN C F 


What other necessary buildings besides dwelling houses will be put up? 


By Business or 1 
Name of Person Furnishing Info-maticr Official Position | 
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STORY-AND-A-HALF STUCCOED BUNGALOW. Here is a good looking modern design, containing four rooms downstairs, and two 
rooms and bath upstairs. Size 24 by 31 feet. Exterior finish cement plaster with creosoted boards for foundation. 
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FHREE-ROOM SHINGLED COTTAGE. Here is a little gem. Size is only 20 by 22 feet, but no space is wasted. A pleasing exterior is 
secured at small extra expense. 
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FRAME COTTAGE OF FIVE ROOMS. This is what the people want and it doesn't cost much. Size 22 by 36 feet. The rooms 
are small, but well arranged. 
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BRICK BUNGALOW OF FIVE ROOMS. Here is a substantial home of modern arrangement and appointments. Size 24 by 46 feet. 
Five rooms and bath downstairs, and usable attic space above. 
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Government's Advice on Selecting Industrial 
Housing Sites 


RECOMMENDATIONS COVERING WATER SUPPLY, 


DRAINAGE, 


SEWAGE DISPOSAL AND ROAD IMPROVEMENTS 


Compiled Under Direction of John W. Alvord 


Engineering Division, 


GENERAL CONDITIONS To BE OBSERVED 

Drainage—lIt is important to notice that the site can 
be well drained to ample depths required for cellars. 
High, slightly rolling or gently sloping land at least 15 
to 20 feet above an available outlet in the immediate 
vicinity is highly desirable and ideal. 

Low Lands Available—Low marshy land with no 
marked drainage lines is not to be entirely avoided, 
because it can probably be developed, but at consider- 
able expense for grading or pumping the sewage and 
drainage, which expense must be added to the cost of 
the land and should be kept in mind for purposes of 
comparison. 

Marked Natural Drainage—Gently sloping land, 
with well marked natural drainage lines traversing it, 
is desirable, as the cost for natural drainage is lessened 
and desirable open spaces are increased. 

Broken Land—Very broken land, with accordingly 
rugged topography, all requiring a great deal of heavy 
grading to render it habitable, is to be avoided for 
present purposes. 

Desirable Sandy Land—Sandy with 
ground-water level and good outlet, are desirable, altho 


soils, low 


The disadvantage of ex- 
pensive black soil importation offsets in part the nat- 


expensive to develop fully. 


urally good drainage, dry cellars, and cheap storm 
water removal available. 

Undesirable Sandy Land—Sandy soils with high 
ground water and poor outlet facilities are expensive, 
for the construction of underground work. 

Clay Soils—Close clay soils are not entirely desir- 
able, as surface drainage must be largely increased, 
especially where steep slopes prevail. Stiff clay makes 
for expensive pavements, imperatively needed, and 
often cellar drainage must be especially provided. 
Gravels and Sands—Sandy gravel, even containing 
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some clay, makes an excellent site, particularly when 
porous and combined with low ground-water level. 
Such a site needs a minimum of street pavement or, at 
best, inexpensive pavement, and the drainage system 
will be much cheapened. Excavation is also less costly 
than in some other soils. 

Sites Best for Streets—The topography best suited 
for streets will furnish grades not less than 0.3 or 0.4 
per cent and not greater than 4 per cent. 


Corporate Limits—It is important to note whether 
the proposed housing site is inside corporate limits of 
the municipality and, if it is not, to ascertain possibility 
and terms for connections with existing municipal pub- 
lic utilities. 


Important Sewerage Details 


Connection to Existing Systems—The available out- 
let for the sewers must be fully investigated. If this is 
thru an existing sewer in a neighboring sewer sys- 
tem, ascertain if it is large enough, where it empties, 
and what, if anything, it imperils. Report type of 
sewer system, whether sanitary, combined or storm 
water. 

Note approximate drainage areas, direction of flow 
and relative surface elevations, with particular refer- 
ence to the necessity and approximate size of storm 
sewers and open ditches. 

Long Outlet—If long outlet sewers are necessary for 
connection with neighboring sewers, ascertain their 
cost and how this may compare with other possible out- 
lets. 

Legal Status—Investigate if local sewers in adjacent 
systems can be legally used without payment. If pro- 
posed housing quarters are outside corporate limits, 
can connection be made with sewers in the corporation ? 
Special Assessment Laws—Always check general 


Entire Village Was Equipped with Chemical Toilets in Record Time, and It is Only One of Over a Dozen Cotton Mill Towns Similai 
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statements about the use of adjacent sewers by con- 
sultation with the city authorities and particularly see 
the special assessment laws and ordinances by which 
such sewer districts were formed and such sewers 
paid for. 

Constructive Questions—Ascertain soil conditions as 
to cost of construction on the proposed site. Will the 
banks stand up alone? To what depth? Quicksand? 
Rock? Ground water? 


Local Material—Are there local supplies of building 
material? Lumber? Cement? Sand? Gravel? 
Broken stone? Prices? 

Local Contractors—Are there local contractors and 
builders? What equipment is available, such as trench 
machines, concrete mixers, grading outfits, steam 
shovels, teams, motor trucks? Find recent contract 
prices for sewers, paving, curbs and sidewalks. 


Continued to page 118. 


Chemical Closets for Industetal Villages 


HOW THE SANITATION PROBLEM 


By H. B. Milward 


NE of the big achievements in the field of 
waterless toilets has been the speeding up of 
sanitation in unsewered villages—particularly 

industrial housing villages. The accompanying pano- 
ramic picture of a Southern cotton mill town is an 
One of the prominent chemical 


illustration in point. 
closet manufacturers provided the equipment, installed 
the outfit, and had everything in running order in about 
three weeks, finishing by organizing the necessary serv- 
ice for emptying and recharging the chemical tanks 
when they should require it. 

When such an achievement is compared with the 
usual progress of a water draining undertaking, with 
the sides of the roads heaped up for many weeks with 
piles of excavated dirt, the advantages do not need 
elaborating upon. The achievement is a striking evi- 
dence of the success of this company in overcoming 
the difficulties usually attending the installing of sew- 
age disposal, and simplifying the apparatus and instal- 
lation to a great degree. 

The outlook for improved sanitation in rural com- 
munities is vastly bettered by the waterless toilet cam- 
paign, begun about eight years ago. Scores of indus- 
trial villages are now equipped like the one illustrated, 
and the movement is spreading rapidly, especially as 
the military activities of the country call for quick 


development of housing villages. 
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This Means of Supplying Sanitation Quickly and Inexpensively 


IS QUICKLY AND 


CHEAPLY SOLVED 


o o 


THREE DIFFERENT 
WAYS 
OF VENTILATING 


4 


A Typical Installation 
of Chemical Closet in a 
Cottage. 


in Unsewered Loealiites Is Attracting Favorable Attention. 
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Some Community Buildings Needed in 
Connection with Industrial Housing 
A GOOD many oí the big industrial plants for 

the manufacture of war supplies are being put 
up in more or less isolated locations, removed from 
any city. The old way was to let a boom town oí 
shacks and cheap store buildings spring up around 
the plant. Today we are handling this problem better. 
In spite of the rush for war preparation, we are taking 
thought to lay out these new industrial villages along 
improved town planning lines. 

Not only are homes for the workmen being pro- 
vided, but also the several buildings that go to make 
up a complete town, such as school houses, theatres, 
recreation centers, business buildings, etc. ' 

We are privileged to illustrate on this and the three 
pages following, the buildings of this nature planned 
and built by the Traylor Shipbuilding Corporation at 
Cornwells, Pa. These show remarkably good archi- 
tecture and their construction is of unusual interest, 
being cement plaster "shot" into place by a special 


pneumatic placing apparatus. While these buildings 
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The Floor Plan Shows the Restaurant Building to Be 102 by 45 Feet, Divided Lengthwise Into Two General Dining Halls. 


[July, 1918 


may be said to be permanent, they are of inexpensive 
construction, the wall being simply 2 by 4 studs lathed 
and plastered inside, and outside covered with tar 
paper, over which woven wire fabric is applied to 
serve as a reinforcing for the exterior coat of cement 
plaster when it is sprayed on. 


+ 

Bridgeport Gets First Housing Funds 

OVERNMENT has offered Bridgeport a loan of 
$3,000,000 for the construction of houses to 
shelter workers in war goods plants. Many cities 
applied for similar aid. Bridgeport is the first to 
receive it, and will be the first to build under it. 

The terms offered by the government are exceed- 
ingly favorable. The loan is for 15 years. It is 
made to the Bridgeport Housing Company, which 
gives a mortgage on all its property, and underwrites 
an agreement to repay 30 per cent of the loan at the 
end of seven years, and 5 per cent on the principal until 
the government is reimbursed. 


The underwriting seems to be substantially without 


102! Q — — —— — p d 


At the 


Rear Is a Good-Sized Kitchen, Laid Out for Efficiency. 


Double Dining Hall Built for the Employes of the Traylor Shipbuilding Corporation at Cornwells, Pa. 
in Connection with a Housing Project More Essential than the Restaurant. 


Same Time Fairly Inexpensive. 
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There Is No Bullding 
It Can Be Made Architecturally Attractive and at the 
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Experience Has Proved That Provision Must Be Made for Wholesome Entertainment and Recreation in Any Isolated Plant 
Housing Enterprise. This Photograph Shows the Company Store with Reading Room, the Moving Picture Theatre, and the Double 
Dining Hall of the Traylor Shipbuilding Corporation at Cornwells, Pa. 


risk. The proposition offered by the government is this might be arranged with the government. All 

easy in terms and certain in results. There cannot be such arrangements would take time. 

losses, as long as America remains America. Bridgeport was fortunately situated. There was 
There are many ways in which such a program as in being a concrete and substantial organization, which 
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The Store and Theatre Building Is Similar in Design and of the Same Size as the Restaurant Building, 102 by 45 Feet. At the 
Rear of the Store Are Employment Office and Reading Room. The Store is Exceptionally Well Lighted. The Theatre Is Well 
Laid Out and Is of Good Seating Capacity. 
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Where Company Dormitories or Bunk- 
Houses Are Wanted for the Unmarried 
Men, They Can Be Designed to Present an 
Architectural Appearance and the Interior 
Laid Out for Comfort and Efficiency With- 
out Running Into Extravagant Expense. 
This Group of Three Double Dormitories, 
Each Measuring 100 by 21 Feet, Is Heated 
from the Central Steam Plant. 


=— —— 
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had engaged in an effort to solve the housing problem, and which was operated essentially as a non-profit 
and which had property and financial responsibilitv, taking public institution. 

It was the presence of this organ- 
ization which gave the government 
something tangible to deal with, that 
makes Bridgeport the first of 63 
applicant cities to receive govern- 
ment support. 


ped. ll 


BepRoom 
9-G «10-0 


BEDROOM 
©-6«11\-O 


LIVING ROOM 
O-Gx'4-G 


-— — 


” 


A Group of Four-Room Cottages with Floor Plan as Indicated, Built by the Traylor Shipbuilding Corporation at Cornwells, Pa., 
for Their Men with Families. The Rear View of One of These Cottages Shows the Trim, Substantial Character of This Development. 
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A Street of Five-Room Cottages Under Construction for the Traylor Shipbuilding Corporation at Cornwells, Pa., and “Close Up" 
of One, Showing Method of Construction. Metal Fabric Is Stretched Over Tar Paper and the Cement Stueeo Shot in Place with a Pneu- 
matic Placing Apparatus. 


A Four-Room Bungalow of Considerable Architectural Merit, Designed and Built by 
the Traylor Shipbuilding Corporation at Cornwells, Pa. They Follow the Wise Policy 
of Allowing Generous Space Between the Houses. This Will Make a Street of Rea’ 
Homes, and the “Narrow-Lot Blight” Will Not Fall Upen It. 
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Blue Prints for Two Family Building 


FOUR FULL-PAGE PLATES GIVE 


TWO-FLAT BUILDING. CONSTRUCTION TO 


STUCCO ON METAL 
HE construction of good-looking two-flat build. 
ings 1s not by any means confined to the large 
cities. They now dot the suburbs; and property 
owners in the smaller cities and towns are turning to 
this economical and satisfactory type of home-building 
improvement. 
The two-flat building goes on a narrow lot and 
comfortably families, only one 
accommodated in bungalow or other dwelling 


houses two where 
would be 
In cost, the two-flat building runs onlv a little 
of the 


and rent the other,” 


house. 


more than a one family house same ground 


area. "You live in one and so 
easily pay off the cost of the building. 

For industrial housing purposes, the two-flat build- 
ing has many advantages. The AMERICAN BUILDER 
offers the design below, which is fully detailed in the 


accompanying Blueprint Supplement, with full confi- 


COMPLETE DIRECTIONS 
BE OF 
LATH, 


THIS 
TILE, 


FOR THE CONSTRUCTION OF 
BRICK, STUCCO ON HOLLOW 
OR ALL FRAME 


FIVE-ROOM, 


dence that it will be what the people want. 

Four methods of construction and four styles of 
exterior are illustrated to go with the one standard 
They brick, hollow tile stuccoed, 


floor plan. are 


cement plaster on metal lath over wood frame, and 


beveled siding all-frame construction. Two designs 
show the regulation flat roof, one a hip roof, and one 
a gable roof. 

The building measures 24 by 41 feet, with a 7-foot 
extension for the front porch. Each floor has living 
room, dining room, kitchen, pantry, two large bed- 
rooms, and bathroom. The second floor is exactly 
like the first except for the extra closet over the 
vestibule. In the basement two heaters are provided 
and two coal bins all partitioned off with tight board 
partitions from the rest of the basement, which is 


used for laundry and store rooms. 


The Architect’s Conception of How the Industrial Housing Two-Family Building, Illustrated in the Blue Prints, Will Look if 


Built of Brick. 
ing Drawings for These Buildings Follow. 


Three Other Styles of Exterior, Using Different Materials Are Presented on the Page Opposite, and Complete Work- 
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A Portfolio of Practical Homes 
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Detcu COLONIAL FARMHOUSE. Good architecture is not confined to the cities. This seven-room farm- 
house has all of the beauty of the best work and all the modern home conveniences, adapted especially to farm 
requirements. Note the big, airy kitchen, the outside washroom, farmer’s office or den, and then across the front of 


the house the elegant balanced plan that is typical of the Colonial country home, with living room and dining room 
each side of the central hall. 


A Portfolio of Practical Homes [July, 1918 


EN 
- 


rT RUM T 


BUPFET 


TN nue 
° LIVIIN 


— A! alt —-—— HÀ À 


ES 


Be 
| f d Mi G ias M CUN hu, ee ; Tet uS T 
t " é wt Sl LA ARE S by e diit. WC 3 T eU rd — ‘ . 


ODERN FOUR ROOM BUNGALOW. This design comes from California, but makes an attractive home 
anywhere. One big room extends across the front, 13 by 23 feet, and answers the double purpose of living 
room and dining room. The low pitch roof is covered with roll roofing of a light color. 
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Keeping Up With Things 


A BUILDER TELLS OF HIS EXPERIENCES IN BOOKKEEPING AND OUTLINES A COMPLETE SYSTEM OF 
CONTINUOUS RECORDS 


By Wm. P. Munger 
In Two Parts, Part Two 


The cost records are found by opening the ledger 
accounts with each job and joblet, and posting the 
debits from the work accounts. A ledger containing 
the forms shown in Fig. III is used to receive these 
postings, thus the costs are analyzed as they are posted. 
The form shown is filled out to show the structural 
conclusion of small house of the type that we fre- 
quently build. Economy of space is secured by writing 
items entered at practically the same time, on the 
same horizontal line. As thruout the office system red 
is used for credit entries, and there should be very 
few credit entries from the nature of the account, 
there is no special need for credit columns. 

As to the headings of the other columns and how 
the items are to be grouped thereunder, that is a 
matter for judgment and experiment. To show the 
reasoning used along this line, let us take the heading 
“Metal.” This includes plumbing, heating, tining 
electric wiring, all hardware, lighting fixtures. Now as 
all these items except hardware are usually sublet at 
the beginning of the series of jobs, the hardware is the 
only one of the items that could vary. By subtracting 
the non-varying items from the metal total, the cost of 
the varying hardware is obtained whenever it may bv 
needed for comparison. It would be interesting to 
have tabulations that would show variations per job 
in the number of pounds of certain sized nails, but in 
a business the size of mine, where the boss is on the 
job enough to prevent undue waste, this would be over- 
systematizing and a waste in itself. 

Whatever be the heading adapted it is difficult to 
make a new employee see that building paper is hard- 
ware, and comes under the metal classification, that 
lath is not lumber, or that making a cellar window 
frame when specially listed is not carpenter labor, etc. 

When the job is completed (as shown) the amount 
charged the customer is posted in red from the journal 
and put in the total column on the third line below 


the last debit entry. After addition of the columns, 
the profit is computed and written on the intervening 
vacant line. The profit is not immediately posted back 
thru the journal to the profit and loss account of the 
general ledger, because this would destroy the showing 
of the running total profit indicated by the difference in 
the footings of the two work columns of the journal, 
after the open work accounts had been deducted. 
When the books are closed, however, such transfer of 
profit takes place. 

While the customary rulings are used in the accounts 
receivable and accounts payable ledgers and usually 
in the general ledger, it is sometimes desirable to 
analyze a general ledger account in the manner above 
described. Such a sheet for a property account is 
shown in Fig. IV. The first of the cash columns con- 
tains all of those expenses which cannot be coritrolled 
by the owner or agent. The second column contains 
all the running expense, semi-fixed charges, etc. The 
third column is the property column and in it are 
entered the cost of the property and all of the improve- 
ments, and repairs thereon. The fourth column might 
be termed the overhead column, for in it all overhead 
charges are placed. The fifth and sixth columns are 
the total columns. The totals in the credit column 
arriving periodically from the installment ledger, as 
was explained above. 

The standard form used in recording installments 
is shown in Fig. V. A special description of this form 
is not needed except as to the entries “Amt. of 
Contract” and “Contract No.” The amount of con- 
tract is the amount of lease and is so entered for 
legal reasons. The entry under contract number 


refers to the document envelope in the safe that con- 
tains the lease and all other documents relating to the 
property and the number of the installment sheet is 
also put on the property account to facilitate ready 
references. 


42 


The limitations of this system are that, as far as 
explained, it takes no cognizance of future liabilities 
or future assets. For instance, if I let a contract to 
Bill Jones, to furnish and install hot air heating system 
on a certain job for $125, payable to him in two 
installments, no knowledge could be obtained from this 
set of books regarding this obligation until the obliga- 
tion or some part of it had matured. This condition 
is met by our order system. All supplies and materials 
are bought and contracts are put on order blanks, of 
which two copies are retained in the office, one in a 
binder until the order is completely filled. Notations 
are made on the sheet in this binder as the stock is 
delivered or the work or portion of it is completed. 
This occurs contemporaneously with the entering the 
work or payment in the journal. The balance on the 
order blank in each case is the future liability. 

A similar idea is used to keep track of contracts 
receivable, the balances in each case being future 
assets. 

The reader may by this time think that there are 
enough forms, blanks, etc., connected with this sys- 
tem, but there is another form which is of great use 
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touch with the bookkeeping detail. That form is a 
seven-column “Balance sheet," which has the explana- 
tion column in the center, and three cash columns on 
either side, the left for the debits and the right for 
the credits. As the accounts are balanced each month 
in the various ledgers the totals are drawn off and put 
in the debit or credit column, as the case may be, 
furthest from the description column, and the change 
in the account, if any, in the remaining column. By 
bringing the totals of three columns together on 
another page, a complete statement of the business is 
formed, the volume of business in each department is 
shown, and by reference to the pages when the sepa- 
rate accounts are listed the manager can very quickly 
see the tendency of each account. As the number of 
the account is also given in the description column, the 
manager can very quickly make a memorandum con- 
cerning the accounts which need special attention. 
Taken as a whole, this system, then, presents in 
a tabulated form, ready for instant.and convenient 
reference, all of the information needed to check leaks, 
avoid repetition of loss, and to prevent such errors 
of management as would destroy the equilibrium of 


as the business expands and the boss is not in direct business. But as outlined above, this system is more 
162 
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The Running Cost Analysis Shown on This Form is Made with Little More Extra Labor Than Is Required to Post an Item 


from Any Ordinary Journal to a Ledger. 
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Fig. IV. This Form Groups the Expenses of the Landlord Into Four Heads—Fixed Expenses, Running Expenses, Property and Over- 
head. By Referring to Fig. III it Will be Seen that the Building and Real Estate Profits Have been kept Separate. 


suitable for the medium and large-sized volume of 
business, where office help can be afforded than for 
the average small job contractor. 


eje 
Plenty of Lumber for All Needs 
| 1 ee the vast demands made upon the lumber 
resources oí the United States by the war, there 
is little occasion to fear that the lumber supply of this 
country is either doomed or seriously menaced. This 
fact was brought out by King H. Pullen, of New 


Orleans, at the recent meeting here of the Louisiana 
League of Homestead and Building and Loan Asso- 
ciations. 


“To those who apprehend that “all the trees soon 
will be gone,' [ commend some interesting figures com- 
piled after months of careful research by Mr. Charles 
H. Mackintosh,” said Mr. Pullen. “He finds that of 
the earth's total land area of 33,123,171,200 acres, for- 
ests still cover 8,097,319,827 acres, or nearly one- 
quarter of the total land surface of the world. 

"A very moderate statement of 


NAME ADDRESS lLeocer rouo 2 the lumber yield per acre of timber, 
Andrew J. Cummings 1036 Riverbine Ave. | C-; " averaging various species of wood, 


DESCRIPTION OF GOODS 
7 Room House and Lot 1036 Riverbine Ave. 


is 10,000 feet, board measure, to the 
acre of forest. You can deduce 
from this that the world's present 
10 visible supply of timber is 80,973,- 


AMT. OF CONTRACT > 


DATE OF CONTRACT CONTRACT NO. 
April 4/13 B -16 
T Y T 


$260. 
| pr 198,270,000 ; 
| DATE| PAYMENT DATE | PAYMENT | DATE | PAYMENT || DATE | PAYMENT | DATE | PAYMENT || DATE | PAYMENT BALANCE 12 98, 0, feet 
| JOEA ; soloo 44 "American people naturally are 
| s|[o0|?5/5| s| TN | moo more vitally interested in American 
| | 42 j | May $1 — |oo 16 affairs than in those of the rest of 
| 


== the world. A glance at our own for- 


est resources is proportionately re- 
assuring. Mr. Herbert Knox Smith, 
when commissioner of the Bureau 
of Corporations, in his report issued 
in 1909, estimated the forests of the 
United States to contain 2,800,000,- 
000,000 feet of merchantable tim- 
ber, if manufactured in accord with 


Fig. V. This Little Form Gives All the Information a Collector Need Know Abeut a 
Tenant, and Saves a Lot of Space in the General Ledger. the methods then current. 
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Logical Methods in Architectural Drafting 


By Franklin G. Elwood, B. Ar. 


Instructor of Architecture, Bradley Polytechnic Institute 


PART II—The Development of the Working Plan 


FTER the sketch, the next logical step is the 
3 development of the working plan. If, how- 

ever, it is necessary to secure the work thru 
competition, exhibition or competition drawings may 
be made first. These drawings, while usually worked 
out to a definite scale, give only the large dimensions, 
such as sizes of main rooms and outside or overall 
measurements. No details or detail sizes are given. 
The walls are cross-hatched or blackened in with 
pencil or ink in order that their outlines may be seen 
at a glance. On the elevations shadows are cast and 
building and background usually rendered in water 
color. Both the plans and elevations are neatly drawn 
and attractively lettered in order to give a pleasing 
impression. They have, however, no definite value as 
practical working plans. 

Between the sketch and the working plans are two 
transitional or intermediate steps which are some- 
times employed, namely, the "cross section" or co- 
ordinate paper drawing and the eighth-inch scale 
drawing. 

The first named step I deem most important, espe- 
cially in house planning. All the material necessary 
is a pad of cross ruled paper with squares preferably 
of (1⁄4) one-eighth inch, and a soft pencil. Lay out the 
plan freehand, following the steps given in the article, 
“The Sketch," allowing one square to equal one foot 
to scale. Then if the plan does not work out correctly 
using the dimensions you have assumed, or if the 
client wishes alterations, they may be made more 
easily and with less difficulty than in the final scale 
drawing. 

The purpose of the second step, like that of the 
first, is to give a plan which, while correctly scaled 
and proportional, is not worked out in detail, and may 
be altered easily. 

At this stage the drafts- 
man should study care- 
fully the plan symbols and 
conventions used to de- 
note details, such as win- 
dows, doors and fixtures. 
These symbols are, of 
course, not arbitrary, but 
differ somewhat with va- 
rious architects in differ- 
ent sections of the coun- 
try. Those shown are a 
few of the most typical 
and are to be employed 
on one-fourth-inch scale 
drawings or larger. In 
smaller scale drawings it 


An Exhibit of Great Architectural Merit at an Eastern Building 
Show to Demonstrate Pressed Metal Columns in Connection with 
Face Brick and Wood Lattice Work. 


wil be found necessary to simplify some of the 
symbols. 

After the co-ordinate or cross-section paper sketch 
has been made, and the symbols and conventions care- 
fully noted, the draftsman is ready for the working 
plan. First locate the plan carefully upon the sheet, 
centering it up and making the greatest dimension of 
the plan, including porches, to correspond with the 
longest dimension of the sheet. 

Then proceed to block in plan in the following 
logical sequence: If the plan is symmetrical, draw 
either light vertical or horizontal center line, as the 
case may require. With scale placed vertically upon 
paper, lay off accurately the thickness and the posi- 
tion of the front and rear walls, showing their relation 
to each other, making the lines light and of indefinite 
length. Main horizontal or cross partitions of indefi- 
nite length are also drawn. With scale placed hori- 
zontally upon paper, lay off side walls and main parti- 
tions. These should be in light lines also and should 
be drawn so that they will just intersect horizontal 
walls and partitions. All wall and partition lines 
should be drawn without reference to the openings. 

Draw all minor partitions. Locate all door openings. 

The stairs having been calculated according to the 
height of the ceiling and the amount of space available 
for the staircase are then drawn accurately. Usually 
a complete flight of stairs cannot be shown upon one 
floor plan, since the space beneath the main flight is 
utilized for the basement stairs and the space above 
for the attic stairs. The common method is to show 
both the basement and main stairs on one plan, as 
illustrated in the plan details, the broken line indicat- 
ing the difference of levels or the separation of the 
two flights. The landing and the remainder of the 
main flight are shown on the second floor plan. At 
the door openings erase 
the partition lines and in- 
dicate swing of the door. 
Draw in the windows, 
giving correct width and 
position of scale. Refer 
to the preliminary sketch- 
es for their approximate 
position. Their detailed 
drawing should be left 
until the elevations are 
made. Then if it should 
seem necessary to change 
their positions to improve 
the exterior design, it may 
be done more readily. 


(Continued to page 116.) 
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Drawings by Franklin G. Elwoed to Illustrate Logical Method of Developing the Fleer Plans of a Residence. 
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Electricity on the Farm dl y 


THE SECOND OF A SERIES OF ARTICLES 
By C. M. Emerson 
Of the Department « Architectural Engineering, The Ohio 


State University. 


LECTRIC light is universally conceded to be 
E superior to any other method of artificial light- 

ing. It is the safest, requiring no matches 
and having no flame. It is the most healthful, taking 
no oxygen from the air and giving off no products 
of combustion to pollute the air. It is the cleanest, 
producing no soot and making no air currents to 
deposit dust on walls and ceilings. It is the easiest to 
install, as wires can be run almost anywhere, in old 
houses as well as new. It is the handiest, as lights 
can be located out of reach and switches placed wher- 
ever most convenient. 

Electric flatirons, toasters, chafing dishes and shav- 
ing mugs, curling iron heaters and other small heating 
and cooking devices are fast becoming household ne- 
cessities and can be operated from storage battery 
systems, provided plants large enough are installed. 

By doing away with the use of matches, candles, 
lanterns and oil or gas lamps the electric current pro- 
vides what is better than an insurance policy or a fire 
extinguisher—a prevention of fires. 
recently the use of electricity has been 
The development of the gasoline 


Until very 
a city luxury. 


engine and the storage battery made the service of 
the isolated plant equal to that supplied by the central 
station. 


The Tungsten lamp, with its low current 
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venom te 


reducing the capacity of battery and 
size of engine and generator required, and the use 
of low voltage lamps, reducing the number of cells 
of storage battery required, have brought the price 
of the plant within reach of the average owner of a 
farm or country home. 


consumption, 


The storing of electricity in a storage battery is 
almost as simple as storing water. You use from it 
till the pressure gets low and then pump it full again. 


Speaking generally, they are “home plants," where 
the battery is filled during the daytime and the current 
is used at night while the generator is not running, 
altho the generator may be run and its capacity added 
to that of the battery when an unusual amount of 
current is required. 


Low voltage gives simplicity and economy in opera- 
tion and a low price of battery. Thirty-two-volt plants 
will carry a reasonable load thru ordinary size wires a 
distance of 500 feet or less. 

By "low voltage" is meant any voltage up to and 
including 60 volts. Any current above that is called 
"high voltage." 

Figs. 1 and 5 show a plant suitable for an average 
farmhouse of eight rooms, and is made up of the fol- 
lowing: 

Twelve and one-half-ampere system, 32 volts. 

Two-horsepower gasoline engine, dynamo, switch- 
board and 16-cell storage battery. 

Wiring the house, including wire, a good set of fix- 
tures, price about $310. 

This plant will openate 15 16-candle Tungsten lights 
for eight hours without the engine running, or, with 
the engine and batteries combined, will operate 38 
lamps. As to the cost of operating, the engine under 
full load would consume about two gallons of gaso- 
line in 10 hours. But other machinery, like pump, 
cream separator, churn or washing machine could be 
operated by the engine and batteries charged at the 
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same time. Any one of these can be operated while 
charging, thus reducing cost to a mere trifle. 

There is practically no expense attached to the 
operation of the dynamo, as the oil for the bearings 
cost very little. New brushes for the dynamo will 
be needed about once in a year, and these cost $1.75 
per set. 

As the electrolyte gets lower in the cells, caused by 
evaporation of the water, it will be necessary to fill 
these cells with clean rain or distilled water to about 
half an inch over the plates. 

There will be practically no depreciation of the 
dynamo, which should last as long as the engine with 
which it is operated. 

The depreciation of the storage battery will depend 
upon the treatment it receives. If it is taken care of, 
the positive plates will probably have to be renewed 
in five or six years, and the negative in ten or eleven 
years. This means that the average cost of mainte- 
nance of the battery and dynamo should not exceed 
seven or eight dollars per year. 

It is very important that the batteries be kept fully 
charged and the current be not allowed to drop more 
than 4 or 5 volts below standard. Say not less than 


29 volts for a 32-volt current, or 100 volts for a 110- 
volt. 

The reason for this is, when the batteries are 
charged the first time the electrolyte is not put in the 
cells until they are ready to be charged. The reason 
is that the electrolyte is made up of distilled water 
and chemically pure sulphuric acid. The acid will not 
seriously attack the plates when electrically charged 
or while being charged. As soon as the current gets 
low it begins to attack the plates. For this reason, 
then, the current must not be allowed to get low. 


The total cost of operation and maintenance of 
farmhouse lighting outfit will be found thru actual 
practice to be much lower than that of any gasoline 
or acetylene gas system. 


Space forbids extended description of generators, 
switchboards, etc. So we will pass them by and de- 
scribe briefly the storage battery. 

There must always be a container, or jar, as they 
are commonly called. These may be either glass or 
hard rubber. The rubber cells are always sealed. 
Glass cells may be either sealed or open. Generally 
they are sealed and shipped fully charged ready for 
use when received. 

There are separate jars for each cell, the cells 
placed side by side in a battery box. In the jars are 
two sets of plates, one set negative and the other 
positive. The number and size of these plates vary 
according to the capacity needed. Each plate is made 
of an alloy of antimony and tin, which makes for 
stiffness and resistance to acid. The positive plates 
are filled with a brown paste of peroxide of lead and 
the negative with spongy gray lead. In the cells the 
negative plates are connected together by lead strips, 
leaving a space between them called connecting straps, 
having binding posts attached, the positive plates being 
connected together in the same way. The two sets 
are now placed in the cell between one another so 
that there is a positive and then a negative, and so 
on until all are in place. They are separated usually 
by a wood separator plate. The electrolyte is now 
added so as to cover the plates about half an inch. 
It is now ready to be charged, which is done by con- 
necting wires to each set of plates, one to the nega- 
tive and one to the positive, and the current turned on. 
When the current enters the cell it decomposes the 
water into hydrogen and oxygen gas. The oxygen 
combines with the gray lead paste and changes it to 
peroxide of lead, and this leaves the plate and is 
deposited on the positive or peroxide plate. This 
continues until the plate can hold no more peroxide 
of lead or give off no more lead, when the battery is 
fully charged. 

When a circuit is made outside the cell the current 
leaves the battery and the plates gradually change 

(Continued to page 108.) 
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Organize a Silo Building Campaign 

AST month we told about the silo campaign which 
L the State of Indiana has organized. Ten thou- 
sand more silos are to be built there this summer, a 
certain quota being apportioned to each county, and 
a county silo leader and local silo leaders for each 
township appointed. 

If this is good for Indiana, why not for every other 
live stock growing State? 

A silo should be part of the permanent improve- 
ments on every farm. Farmers who have one already 
should build another. The contractors and builders, 
and the building material dealers in every community 
should proceed at once to organize a silo building 
campaign. 

There is no doubt as to the advantages of the silo. 
It is essential for the economical feeding of live stock, 
and especially for the profitable production of beef and 
milk. The results of hundreds of feeding experiments 
conducted in the past ten years with silage as a part of 
the ration give proof of its great value to the farmer. 

The silo combines more things, pointing to greater 
profits, than any other building on the farm. Most 
builders are thoroly familiar with silo construction, but 
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Section Thru Roof of Gambrel Topped Tile Silo, Showing 


Bolted to the Wood and Embedded in the Masonry. 


How the Rafters Are 
Framed Together and Fastened to the Top Course of Blocks by Means of Iron Straps 
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they may not realize how important the silo is in the 


farmer's business. In previous articles we have ex- 
plained how to build each type of silo. Here are 
some of the talking points on silage or the use of the 
silo, which will appeal to the farmer and lead him to 
line up for your silo building campaign: 

1. More feed can be stored in a given space in the 
form of silage than in the form of fodder or hay. 

2. There is a smaller loss of food material when a 
crop is made into silage, than when cured as fodder 
or hay. 

3. Corn silage is a better feed than corn fodder. 

4. An acre of corn can be placed in the silo at less 
cost than the same area can be husked and shredded. 

5. Crops can be put in the silo during weather that 
could not be utilized in making hay or curing fodder. 

6. More stock can be kept on a given area of land 
when silage is the basis of the ration. 

7. There is less waste in feeding silage than in feed- 
ing fodder. Good silage properly fed is all consumed. 

8. Silage, like other succulent feeds, has a bneficial 
effect upon the digestive organs. 

9, Silage is the cheapest and best form in which a 
succulent feed can be provided for winter use. 

10. Silage can be used for sup- 
plementing pasture more economi- 
cally than can soiling crops, because 
it requires less labor, and silage is 
more palatable. 

ll. Converting the corn crop 
into silage cleans the land and 
leaves it ready for another crop. 


+ 
We Are Encouraged 


To the Editor: Ames, Kans. 


It would be treating the staff mean to 
send the $2.00 for renewal without a 
word of encouragement, which we know 
you justly deserve. Your paper is indeed 
a welcome visitor to our desk and to a 
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2: N person of a mechanical turn, as well as 
[ik s, ^ * " 
IÑ: \ to a mere business man, is a great edu- 
Hint h . 

X cator. May you long continue and have 


great success financially .—N. NELSON, 
Local Mgr., Chicago Lbr. & Coal Co. 
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e, nemi Hog House of Improved Type ES T T FED _ TT —4-—-—- 
importance of hog houses and the opportunity | 
for building new ones are best appreciated when 1 Ee ES = i i 
we remember that on most of the farms of our coun- 
try, hogs are the main standby. — |^" f LER Ii c" PZ pid = 
They increase in number more š m BN : ied Li] 
rapidly and grow into money 2-2x4 am Ur ! 1 
quicker than any other domestic animal. ES 
For this reason, the hog is known as the 
“mortgage lifter.” It is probable that no 
other of the domestic animals has helped | 
to pay for farms to as great an extent as | Re 
the hog, and yet it is often the case that | | 
the farmer will stable his horses and cattle | | 
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Floor Plan Diagram of Com- 
munity Heg House Divided Inte 
Twelve Pens, Size @ by 9 Feet 
$ Inches Each, Along Either Side 
of 5-Foot Central Feed Alley. 
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L . Cross-Section of Community Hog House Showing Construction. 3| 

in a first-class manner, but make his hogs practically superstructure of double-wall frame construction. 

shift for themselves—a practice that has cost Ameri- This is an extra well lighted and ventilated community 

can farmers millions of dollars. hog house of the saw tooth roof type. Face this build- 
Hogs should be provided with quarters that are clean. ing toward the south and direct sunshine will come 

The design illustrated is of an approved type. The into every pen each day. The upper windows are 

foundations, floors, and trough are all of concrete; the double hung, and the side wall windows pivoted. 
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Photo of Saw Tooth Roof Type Community Hog House, Size ?4 by 74 Feet, Containing Twenty-four Pens. 


50 


E iana naagnannaap 


Horse and Dairy Barn 


A barn of this type must 
be used before its many 
and econo- 
mies can be thoroly appre- 
ciated. In effect, it is two 
stables in one. The horse 
barn, as should be the rule, 
is shut off from the dairy 
stable by tight partitions 
and solid doors. 


conveniences 


Room is provided in the 
tremendous mow for the 
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Floor Plan of Gambrel Roof Barn, Arranged for Twenty-eight Cows and Six Horses. 


storage of sufficient forage 
to last thru an ordinary winter season. 
hay product, 


Any surplus 
however, may be stored to excellent 
advantage in a hay shed of the type shown below. 


A 28 by 48-Foot Hay Shed. 


This plan for this barn may be modified, if desired, by 
creating more space for horses, or by eliminating the 
horse barn feature entirely and making a dairy barn of 
the entire structure. 


“HAY OTORAGE: 
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Showing Floor Plan of Hay Shed. 
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Photo and Floor Plan of Well-Built Implement Shed with Doors Hung in Three Sections to Roll. 


House the Farm Machinery 
HE shortage of farm labor this year is forcing 
the farmer to invest in every sort of labor-saving 
equipment. 

The lumber dealers and their "traveling salesmen," 
the rural carpenters and builders, should get together 
on a thoro-going campaign to make sure that every 
farm implement or piece of farm machinery is prop- 
erly housed. 

There are too many who are just shiftless enough 
to put a thousand dollars, more or less, into a farm 


The Dairy Cow, Like Any Other Worker, Needs a Clean, Well-Lighted 


Take, for Instance, the One Item of Drinking Cups. 


tractor and then let it stand out in all kinds of weather. 

Such waste is a crime, and builders will not be doing 
their patriotic duty this year if they permit it to 
continue. 

Get out and sell and erect implement sheds; and so 
help Uncle Sam. 

oe 
| is rumored that the Kaiser is making special lots 
of Iron Crosses for Americans who help him by 

Have you qualified yet for your Iron 
Cross ?—Store Chat. 


careless talk. 


and Well-Ventilated 


Factory to Produce Most 
Dairy Records Show that These May Increase the Milk Flow 10 Per Cent. 


Efficiently. 
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Saw Tooth Poultry House. Size 23 by 


Saw Tooth Poultry House 

The windows in the saw tooth 
carry germ destroying light into the 
furthermost recesses of the struc- 
ture. The muslin-covered areas in- 
sure adequate ventilation and plenty 
of fresh air. This is a type of 
poultry house in which the brood 
should thrive. 
Basement Barn with Bridge 

This dairy barn affords accom- 
modations for twenty-two head of 


stock. Bull and calf pens also are provided. By many | 
agriculturists the ability to drive into the hay mow 
and unload from the wagon is highly esteemed. That 


Gambrel Roof Dairy Barn, with Concrete 
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Arrangement of Saw Tooth Poultry House. 
is one of the distinctive features of 
this barn. Another is the conven- 
ient location of the silo. 
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| DRIDGE ABOVE! 
Arrangement of Dairy 
Barn with Concrete 
Bridge Approach. 


Bridge Approach. Size of Barn on Ground 36 by 09 Feet. | 
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Portable A-Shaped Hog Houses Are Preferred by Many Stock Men for Brood Sows and Young Pigs. 
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They Are Easily Constructed as 


Illustrated Below. 


Portable A-Shaped Hog Houses 


FAVORITE type of hog house is illustrated. It 
A is nothing unusual to have a farmer drive up to a 
lumber yard or carpenter shop where these little build- 
ings are offered for sale and load half a dozen onto his 
wagon. 

One farmer was recently relating his experience 
with this type of hog houses. 

“We have a number of individual hog houses,” he 
said, “built on the A-shaped plan with separate floors, 
so that they may be easily taken apart for cleaning. The 
advantage of the small individual houses is that the 
sow and young pigs may be moved to a field and 
left there with very little attention until the pigs are 
old enough to wean. This is an advantage at cer- 
tain times of the year. Individual houses are some- 
times used for the small pigs after weaning time. 


“Again in the fall at farrowing time, individual 
houses are almost indispensable for pure bred stock 
when it is not wanted around the barnyard. It often 
happens that the system of rotation includes certain 
crops that hogs can harvest for themselves, so that 
they can be kept in the fields a good deal of the time. 
But they require shelter at night and in case of 
cold rain storms. 

“Both sow and pigs are better to run out and forage 
for a greater part of their feed when weather condi- 
tions are favorable. The expense is very much less 
when hogging-off crops are grown, because the hogs 
help themselves and save the labor of harvesting and 
feeding. 

“Another advantage of this system is that the 


is scattered around where needed without 
I urge you to recommend 


manure 
the labor of handling it. 
individual hog houses to every farmer who can manage 
the hogging-off feeding system to advantage.” 
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Short Stuff and Odds and Ends Around the Lumber Yard Ge 
Into This A-Shaped Hog House and Meet with a Ready Sale at 
a Good Price, 
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Blue Prints at Double-Silo Barn | 


COMPLETE SET OF 


SHORT time ago we were talking with a high 

official of the Illinois State Council of Defense 

regarding the value of farm buildings as an 
aid to food production. We were putting to the front 
the smaller and more inexpensive types of buildings as 
being more in line with war economy and the spirit 
of the times; and were rather making excuses for 
some of our large dairy barn designs. 

“Not at all," this official declared. “To the farmer 
who has a big herd of cows that big barn is necessary; 
and he ought to be encouraged to build it." 

Our Blueprint Supplement barn this month is a fine 


Photograph of Double-Silo Barn with Sheet Metal Roof. 


Size Is 36 by @ Feet, Arranged to Stable Thirty-two Cows. 


WORKING PLANS PRESENTED IN THE BLUEPRINT SUPPLEMENT FOLLOWING 


type of dairy barn of generous size. It stables thirty- 
two cows in a gambrel roof building, 36 by 64 feet. 
The building looks larger than this, because of the 
two silos at the front. These are 12-foot silos con- 
nected to the barn by a 5-foot feed room, which makes 
the total frontage of this.building 70 feet. 

The ventilation of this barn is taken care of in 
The four foul air shafts project 
The 


an unusual way. 
outside the walls, leaving the inside walls flush. 


hay mow space is ventilated thru three louvers in 


each side wall under the eaves. The eighth-inch scale 
blueprints show fully the construction of this barn. 


Complete Plans 


for This Modern Dairy Barn Are Presented in the Blueprint Supplement Immediately Following. 
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Department of Agriculture Designs 
Modern Creamery 

URING the past few years a large number oí 
D creameries have been built in the United States, 
and the indications are that the present demand and 
high prices for butter will cause a good many more to 
be put up. In view of the interest which every rural 
builder has in any construction matter of this kind, 
some recommendations issued by the Department of 
Agriculture covering the method of organizing a co- 
operative creamery and of planning and constructing 
a model building are especially opportune at this time. 

We are privileged to illustrate this design for the 
benefit of our readers, and we feel sure that a good 
many will find themselves in a favorable position to 
help along one of these creamery projects and then 
to handle the building contract. 

It should be borne in mind that before a creamery 
is put up, enough farmers with a sufficient number of 
cows, have to be pledged to insure successful operation. 
An investigation made by the U. S. Department of 
Agriculture has shown that a frequent cause 
of failure of unsuccessful creameries was lack 
of a sufficient number of cows, which should 
not be less than 400. Others fail because of 
improper organization in the case of co-oper- 
ative creameries, and some because of the | 
excessive cost of building and equipment which 
were of a type not suited to the 
requirements of the situation. 

It should be remembered that 
a thriving local creamery in- 
creases the prosperity of all the 
farming community and is bet- 
ter than shipping the whole milk 
away to the city, since it permits 
the skim milk to be kept on the 
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End Elevation of U. S. Creamery. 


t LONGITUDINAL SECTION 1 


Section Thru U. S. Creamery, Showing Contour of Concrete Floor, Roof Framing, 
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Main Floor Plan of Creamery as Designed by the U. 8. Department of Agriculture. 
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Ventilating Flues, Etc. 


farm and fed to calves, pigs and 
poultry; all of which means 
prosperity for the farmer and 
more farm buildings to be put 
up. Any builder or lumber 
dealer will find himself well re- 
paid for interesting himself in 
helping along any proposed 
creamery project. 
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The design recommended by 
the Department of Agriculture 
calls for a building about 28 by 
47 feet. It consists of main 
workroom, engine room, boiler 
room (including space for refrig- 
erating machine), coal room, re- 
frigerator, store room and office. 
This is assumed to be a gathered 
cream plant, each farmer to do 
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anges All the War Gardens This Year, There Will Be an Unusual Call, no Doubt, on Carpenters and Lumber Dealers This Fall for 


Display Racks and Tables for County Fairs and Other Exhibitions, 


If the whole milk is to be deliv- 
ered to the plant, a power separator would have to 
be provided. 

The layout 


his own separating. 


as proposed calls for the following 
machinery or apparatus: Fifteen horsepower boiler, 
10 horsepower engine, combination churn with a capac- 
ity of 600 pounds of butter, two cream vats, weighing 
tank, 

In constructing the building, special care should, of 
course, be given to the matter of sanitation. An 
impervious floor of concrete should be laid, rounded up 


at the 


tester, three-ton ice machine, pump, etc. 


Provide 
as sunlight is the best disin- 
Plenty of it admitted will help keep the 
sweet 


wall lines to avoid cracks or corners. 
plenty of window space, 
fectant. 
creamery 
Proper ventilation is very important. Because of 
of the 


air laden with moisture. 


the natur: business, a creamery is damp—the 
[f proper ventilation is not 
provided, the machinery soon rusts, belts go to pieces, 
and the wood parts of the building decay, so that peri- 
odically the building has to be renov 


inside. 


ated and rebuilt 
All of this is a constant and continual expense 
if the creamery is not properly ventilated. 

Sooner or later, every creamery in this country will 
have a successful system of ventilation. In new cream- 


This Is the Way They Should Be Built. 


eries this important matter is being taken care of as 
they are built, and the old creameries are being 
remodeled and ventilation supplied. 
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Photograph and Floor Plan of Snug and Substantial Farm 
Machinery Shed of Hollow Tile. Size is 50 by 22 Feet. Two 
Pairs of Sliding Doors Make It Convenient to Get. Any. Implement. 
Out with Very Little Shifting of Other Tools. 
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Modernizing an Old Fashioned House 


HE AMERICAN BUILDER has been asked by J. M. Par- 

tridge, of Eagle, Wis., to work out some remodeling ideas for 

the substantially built old-style residence shown above. He desires 
a living porch of generous size to be built of face brick. 

Our suggestion is illustrated below, showing how this house will 
look after the proposed new porch is built on. The construction 
detail gives dimensions and details of the work. 

Our recommendation is for a broad porch extending clear across 
the front of the house and out at the side far enough to cover the 
octagon bay. Cut the forward window of the bay down to the floor 
and let it be a full-glazed French door; then that end of the porch 
can be screened in and be made a usable addition to the living room 
of the house. 

On the second floor also we would make the corresponding win- 
dow into a door so that this big balcony can be fully enjoyed. 
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4 The American Builder’s Suggestion for Remodeling the Old-Style Residence Illustrated Above. 
How the Work Would Be Handled. 


Detail Gives Dimensions and Shows 
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Our Readers are Requested and Urged to Make Free Use of These Columns for the Discussion of all 
Questions of Interest to Carpenters and Builders 


Lattice)Truss Porch Roof Support 


To the Editor: Montgomery, Ind. 
Can you give me any light on supporting the roof over the 
porch across the front of a house? I only have about two 
feet in height for the supporting member and the roof must 
be supported across the 31 feet 6 inches without center posts. 
The main hip roof of the house extends over the porch which 
is 7 feet wide. The roof pitch is one-half. There are two 
brick columns at the outside corners of the porch. 
Answer—The portion of the roof which extends over the 
porch may be supported by lattice trusses the details of which 
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Detail Showing Method of Constructing Lattice hig ug to be Used to Support 


are shown in the illustration. Three of these trusses will be 
required. One across the front of the building and one on 
each end of the porch from the brick columns to the frame 
work of the house. 

The lattice truss across the front of the house is built up of 
a top and bottom chord securely spiked to diagonal cross 
members set at 45 degree angles with these chords. The web 
members are cut from 2-inch by 4-inch lumber and are 
secured at intersecting points between the chords with four 
spikes. The chord members are 2-inch by 8-inch planks 
spiked on each side of the web members along the top and 
bottom of the truss. The total height of the truss is 2 feet, 
which is the amount of clearance available. 
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The truss across the end of the porch 
is built in the same way except that 
the upper chord members are 2-inch by 
4-inch lumber. Two 2-inch by 4-inch 
plates are spiked to the top of each 
truss. The rafters bear upon these 
plates. EprTOR. 
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Contractor Mangels Is Not Ashamed of His Work, so Puts up a Sign and Lets Each New House Advertise His Ability as a Builder. 


Ability to Draw Plans Gets Business 


To the Editor: Davenport, Ia. 

I am enclosing herewith, photographs of a few of my best 
buildings erected during the last season and up to this date. 
and would like to see reproductions of same put in the next 
issue of "Our Builder," of which I have been a subscriber 
for the past five years. 

I have at the present, eight new houses under construc- 
tion and have a gang of ten men busy. I use the "Elite" 
folding scaffold brackets exclusively on all my work, and find 
them wonderful labor-savers. 

I design and draw up my own blueprints and specifications, 
and find this a wonderful asset to my business, as the 
people appreciate it when you are equipped to give them this 
service. Ww. C. MANGELS, 

Building Contractor. 
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Pointers for the Mill Men 


To the Editor: Madelia, Minn. 

Pardon me for neglecting to send in my subscription as 
long as I have, but I have been so busy that I have hardly 
had time to think. Thank you ever so much for sending my 
May number, as I can't afford to miss it. Enclosed with this 
note please find check for $2.00 to pay for one year's sub- 
scription, and now-a few words to our brothers. 

First on the list we have a man by the name of J. M. Kane, 
who is making some kicks about builders’ hardware which 
are interesting to read, and I do wish the manufacturers 
would sit up and take notice. However, there is one item he 
has about spindles and knobs threaded; we have such on the 
market. 

Now, I have a kick to make to the millwork man. Why 
don't they make the width of their jambs to fit for a 2 by 4- 


inch or 2 by 6-inch stud? They make them at least 34 inches 
too wide. In years gone by when 2 by 4 inch were 2 by 4 inch 
in full, it was all right to have 55-inch jambs, but now when 
studs are only 35 inches with 34-inch sheathing, and as a 
rule a thinner lath 514 inches is plenty wide to make room 
for plaster. We manufacture our own frames, but there are 
some who don't and they should be able to buy things that 
are right. 


I also notice in the May issue we have a brother, Mr. F. E. 
Kennedy, who has trouble with his sash weights. For a twin 
or triple, or more, the best way to use weights is to have 
only two weights in each box. There is no need for four. 
You simply take one weight, the weight of your sash, fasten 
a 11⁄-inch awning pulley to your sash weight. Now run your 
cord thru the awning pulley and each end thru the sash 
pulley and fasten to your sash, one on each side, and you 
have it. It works better and your box can be smaller. 


There are manufacturers who make small weights with 
holes thru the center such as Mr. Kennedy mentions, and I 
have tried them, but don't like them. 

Wishing the AMERACAN BUILDER great success, I am, 

P. C. PAULSoN, 
Contractor and Builder. 
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Laying Out Gothic Roof Hip or? Valley 


To the Editor: Estelline, S. D. 

In the April number of the American BUILDER you show a 
sketch of a Gothic roof barn, which as interested me very 
much, but I have a question to ask. 

What radius, or how would you find the radius and proper 
curve for the hip or valley rafter of this barn with a span of 
30 feet? There are perhaps different ways to find this, but I 
would like the simplest way. Harvey T. THOMPSON. 
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A Big Barn in Washington Forest, Wash., last summer. It holds fifty cows, milk room, 
To the Editor: Ethel, Wash. room for milk machine, root cutter and bin to put roots in. 
I herewith send you my subscription for another year, and It is 120 by 36 feet, 22 foot posts. 
with it a photo of a barn I put up for T. O. Hendricks at Ners J. CLASSE. 
sfe 
Blacklidge is Busy 
To the Editor: Tucson, Ariz. 


Here are a few of those pictures I 
have been promising; also a floor plan 
of my own “shack.” Talk about busy! 
They are sure making me hustle for my 
salary these days. 

We are using a good many of the 
AMERICAN BuiLpER's advertised prod- 
ucts on these houses—Certainteed Roof- 
ing, R-W Hardware, Malthoid, Litho- 
lite, Hardwall, and so on. I can’t think 
of half of them when I want to. We 
have built mostly of yellow pressed 
brick, two of the klinker brick (and they 
are the prettiest of all, I think), one 
plain red brick and two brick plastered. 

Best wishes from 
H. J. BLACKLIDGE. 
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New Residence of H. J. Blacklidge at Tucson, Ariz. The Combined Buffet and China Cupboard Across One Entire Side of the Living 
and Dining Room Is a Popular Feature with This Builder. 
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Cup-End Bar for Driving Out Pins 


To the Editor: Wakarusa, Ind. 

Having received notice that my subscription has expired, 
you will find enclosed a check for another year's subscription, 
hoping it is not too late, as I cannot get along without it. 
I appreciate all it contains. The articles on the Square are 
fine, if only I could better appreciate them. I would like to 
see an article on circle saw filing and setting, and the best 
methods of doing same. 

Here is wishing the AMERICAN BUILDER and its readers the 
best of success. If we cannot all see alike in all matters, let's 
wish each other all the good we can. 

I have a pin driver which I use in removing the pins in 
old frame buildings or in new ones when I need to. It is 
5$-inch soft steel, 12 inches long, which has a cup in one 
end like a nail set, only the cup is 5$ inches deep and large 
enough to leave just 1⁄4 inch thick at outside. It is great 
to remove pins. Have cup end spread to 7$ inches and you 
can remove them quick. 

I have a mechanical drawing set. A screw in the bow pen 
of set beams became broken, so I took it to a jewelry store 
to get it fixed. He riveted it and it is a bum job. Where 
can I send it to get it properly mended? 

L. I. HERSHBERGER, 
Contractor and Builder. 
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How to Roof a Concrete Stave Silo 


To the Editor: LaFargeville, N. Y. 

M. C. Morrison asks about putting on a roof on a concrete 
stave silo. There could be some bolts put in the upper ends 
of the top staves when they were made or there could be 
holes made by using wooden plugs or by drilling in the 
staves so that a rod could be run down from the plate and 
put thru these holes, or it could be flattened and bolted to the 
staves. 

There being an iron rod around the silo, the rods from the 
plate could come down and hook under this. They could go 
inside of it if they were flattened and a place made in the 
stave to receive them. Perhaps the people who sell the stave 
machines could tell something about this. 

The plate could be in several pieces and should be double 
or even three layers, if made of inch stuff. 

A farmer told me that his tile silo leaked a little thru the 
joints near the bottom and that a man told him to take 
asphalt and paint it inside. This idea might be helpful with 
a concrete silo also. Jonn UPTON. 
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Uses Advertised Building Materials 


To the Editor: Brownsburg, Ind. 
Enclosed you will find $2.00 for my renewal to the 
AMERICAN BUILDER, also some photos of work we have been 
doing, which may give you an idea of some oí the benefits 
derived from your journal. Each photo represents something 


Home of H. Johnson, one of the Johnson Brothers, Contractors, 
which is roofed with Vulcanite Asphalt Shingles, the outside wall 
lathed with Bishoprie Plaster Board, and heated with a Modern 
Way Pipeless Furnace. 


“This is the home of H. C. Bell, of the Indiana Truek Sales 
Company, built by Johnson Brothers and heated by a Modern 
Way Pipeless Furnace, sold and installed by them. Some say a 
pipeless furnace will not heat, but this one has been giving 
satisfaction for the past two winters, and last winter was some 
winter, too." 
advertised in the AMERICAN BUILDER. 

I have been a subscriber for a number of years, and 
always look forward to the time for each number to arrive. 
I always take much interest in the advertisements, but I 
believe much more help could be gotten and time saved if 
more prices were given along with the ads. 

Harry JOHNSON, 
Johnson Bros., General Contractors and Electricians. 
ote 


Wants to Build Drum Sander 
To the Editor: Throckmorton, Texas. 
I would like to have thru the paper plans for building a 


drum sander. E. A. BIRCHITT. 
ote 


* 
Wants Rafter Table 
To the Editor: Graceville, Minn. 
Please advise of a certain system that can be followed 
showing various pitches of roofs and how to arrive at ‘he 
length of rafters used for various pitches. 
J. B. ScHMI1pr, 
Agent, Neumann Lumber Co. 
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Up to Him to Build Portable Floor 
To the Editor: Aberdeen, S. D. 
My employer, interested in an amusement park, expects to 
build a large canvas-covered dancing and skating floor. The 
floor is to be built in sections so that it would be portable. 
We would like some information from you as to the proper 
way to do this work. E. O. WEBSTER. 
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How Fast to Case a Window? 
To the Editor: Lexington, Neb. 

Your reminder at hand, for which I heartily thank you, for 
I certainly don’t want to miss a single issue of the AMERICAN 
JUILDER. You may rest assured that I’m getting my money's 
worth out of it, and then some. Subscribing for the AMERI- 
ICAN BUILDER is just like sowing two bushels of wheat and 
reaping eighty bushels at harvest. 

My compliments to Mr. Forrest Reichard on his article in 
the May issue. That article is worth more than a dozen on 
"how fast a door can be hung." Those of us who employ 
carpenters know how many men can hang more than nine or 
ten doors in ten hours. 

We have heard a lot about hanging doors; now how about 
casing windows? Who is the speed merchant at that, and 
who can submit the best outline on casing a window? 

FRED W. Kocu, 
Contractor and Builder. 
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What Builders are 


EDITOR’S NOTE: The Amer- 
ican Builder does not accept pay- 
ment in any form for what appears 
in our reading pages. In order to 
avoid any appearance of doing so, 
we omit the name of the maker or 


Selling Pumps Thru the Window 


A New Noiseless Pump Offers Great Opportunity 
for Attractive Display 

Did you ever notice how window displays reflect the char- 
acter and quality of a business? A well-arranged attention- 
getting window display announces a progressive business. 
Often it is the dealer’s best salesman. A good window dis- 
play drives home a single idea instead of scattering the 
attention over a half dozen or more lines. 

A new pumping outfit is being displayed by many dealers 
and it offers abundant material for such a show window. It is 
the first and only noiseless pump for the home water supply 
system. These plants are now almost a necessity on the 
modern farm and in village homes where there is no public 
water supply. 

An exhibit in full operation always commands attention 
and many of the onlookers will become quickly interested in 
a pump that runs so quietly that they can hear only the pleas- 
ant purr of the motor. 


Now, a word about installing the exhibit. Attach a suc- 


Thie Window Display Attracted Crowds of Interested Prospects. 


Finding Good 
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seller of any article we describe. 
This information is, however, kept 
on file and will be mailed to any- 
one interested; address American 
Builder Information Exchange, 
1827 Prairie Ave., Chicago. 


tion pipe to the pump so as to draw water from a barrel 
in the basement. Discharge the water into a funnel so con- 
nected that the water will return to the same barrel. It is so 
easy and simple to display this new pump that almost no 
directions are needed. Better get your window display under 
way. It makes a business-getting exhibit. The window 
exhibit shown above is worthy of imitation. 


oje 
Watch Your Sand 


Everyone who uses sand knows that testing is necessary, 
but until the advent of a simple tester it was so inconvenient 
outside of a laboratory that this highly important step in 
the making of concrete remained essentially neglected except 
on the very largest of operations. 

Like other sands, the sand used in concrete work is rock 
which has broken down under the weathering process of the 
ages. All sand grains are minute fragments of rock, usually 
transported from their original site by some agency such as 
water and deposited in beds of greater or less thickness and 


extent. Just as waves wash on the beaches of 


today, so other waves washed on those prehistoric 

beaches, until, layer after layer, the sand banks from 

„which we get our sand today have been built up. 
(Continued to page 68.) 


Putting the Sand Into the Tester. 
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Full size sheet measuring 161"x211" will be sent on request to any architect or contractor 
who is not a subscriber to the Architectural Service Corporation service. 


THE STANLEY WORKS, New Britain, Conn. 
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How Are Your 
Buildings Coming ? 


Rising labor-costs and mate- 
rial-prices endanger the profits 
on many a contract. A saving 
in varnishing means a whole lot 
today if it need not sacrifice 
quality. 


Murphy Varnish 


“the varnish that lasts longest” 


It flows freely and is easily 
applied. A little goes a long 
way. It increases the daily out- 
put of your painters. 


Its beautiful finish seals woods 
and makes them last and last — 
impervious to wear and weather. 


Safeguard your profits and 
serve your clients by using these 
longest-lasting, economical fin- 
ishes: 


Murphy Transparent Interior 
Murphy Transparent Spar 
Murphy Transparent Floor 
Murphy Nogloss Interior 
Murphy Semi-Gloss Interior 
Murphy Univernish 

Murphy White Enamel 
Murphy Enamel Undercoating 
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Agitating Sand with Water 
to Separate Into Grades. 


Sand as obtained from 
such sand banks must vary 
in quality. Some parts of 
the bank are coarse and 
other parts of the bank are 
fine; and since these sand 
deposits are water-formed, 
it is only natural that they 
should contain more or less 
dirt or silt, or other washed- 
in materials detrimental to 
concrete. In the light of 
these facts and knowing 
that to make first grade con- 
crete there must be used a 
proper quality of sand, it is 
rapidly becoming recognized 
that all sand going into con- 
crete must be of known and 
suitable quality. The quick- 
est, simplest, easiest and 
most accurate way of check- 
ing up the quality of the 
sand is with the sand tester. 


will pay to keep the sand 
tester on every job, whether 
it be making concrete for 
walls, for foundations, for 
dams, for bridges, for roads 


Prospecting for Sand—It | 


Record Sheet for Marking Results 
of Sand Tests, Showing a Record 


of a Test Marked Thereon. 


, for sidewalks, for reservoirs or 
for concrete products. And, in addition, have you ever consid- 
ered what it would mean, when hunting the materials for your 


Murphy Varnish Company x 
jr., Presidenti lá 
Chicago i 


Franklin Murphy, 
Newark 
1 Varnish ( 


Douga ipany, Ltd., Montreal, Canadian Associate ' B 


work, if you were able to send your man 
to investigate sand beds equipped with a 
light, handy, self-contained instrument 
Pcr""--—-—-——-——DÀ hat would assure accurate data? 
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INSPECTED 


Red Cedar Shi 


“If it isn't up-to-grade — it isn't Rite-Grade” 


These five points of quality ana service make ‘‘Rite-Grade Inspected” Red Cedar 
Shingles pre-eminent for permanent exterior wood construction. 


For siding ''Rite-Grade Inspected’’ Red Cedar Shingles are enduring, substantial, 
economical in first cost and upkeep and architecturally beautiful. 


For remodeling, nothing will add more to the attractiveness and increase the value 
of the old home from crest to foundation than a covering of ‘‘Rite-Grade In- 
spected’’ Red Cedar Shingles. 


A good shingle demands a good nail, always use the rust-proof nail—hot dipped 
zinc coated or pure iron. 


“Rite-Grade Inspected” means that the Official Bureau of fifty associated mills 
guarantees under the "Rite-Grade Inspected” mark (incorporated in the manu- 
acturer's own label or stencil) uniform size, thickness, grain, grade and selection. 


Send for our Distinctive Homes and Farm Building Books; also a novelty sample 
of ‘‘Rite-Grade Inspected’’ Red Cedar Shingles—all free on request. 


| Shingle Branch, West Coast Lumbermen's Assn. 


| 426 Henry Building, Seattle, Wash. 
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you can hold up with your other hand. This will also be 
Just the thing for the one-armed man. He will be able to nail 


quite as well as his two-handed brother. 


Feeds Nails Automatically 
attached to the 


A light, well-built, durable device which is 
handle oí any kind oí ham- 


mer and will feed nails to 
hammer has recently come 
onto the market. By oper- 
ating the trigger with the 
forefinger this device will 
feed the nail from the 
magazine right up to the 
hammer, and hold it there securely until 
nail is firmly set into the wood. Upon 
releasing the trigger, the holder drops 
back, leaving the hammer íree to finish 
driving the nail. 

Anyone can attach this device to the 
hammer handle or remove it in a few 
seconds. With this device attached to 
your hammer, you can drive nails as fast 
as you can swing your arm, and as high 
It is claimed to be a 
for shingling, 


as you can reach. 
great time-saving device 


lathing, siding, building scaffolds, forms, i= tions for putting on 
etc. L. shoes. You can do 

It may save your life, because you € rodding in one-half of 
can do all the work with one hand "Tr the time with the aid 
and the other hand you have free to AS of plates. If once 
hold yoursef while you work in a dan- s a w used you 
gerous place f eg! willnever be 


Does the work of two men, because 
in many places you must have another 
man hold up for you, whereas, with this 
device vou can do it all alone, because 


In 
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Safety First Shoes 

When rodding buildings, shingling or do- 
ing any other roof work, provide yourself 
with climbing shoe plates. They remove all 
the danger in climbing wooden roofs, either 
wet or dry and are worth many times the 
small cost. These plates are made from the 
best special steel, and fitted with hardened 
blued steel calks securely riveted to plates 
that do the work. They do not injure roofs 
because of the number of the points. 

Safety demands every rod man and other 
roof worker to have a set. 
They are simple and easy 
to put on any pair of shoes. 
They come one set 
packed complete in a 
box with full instruc- 


without 
them. They 
will not dam- 


Climbing Shoe 
Plates. ° 


“Forked Leaf" Brand Oak Flooring, 
“The Kind That Makes Good 


View of Ballroom 
Hillerest Country Club 
Kansas City, Mo 


Ask your Lumber Dealer for “Forked Leaf” Brand Oak Flooring. 


The LONG* BELLLUMBER COMPANY 


R.A. Long Bldg — Kansas City, Mo. 


It will satisfy your customers. 
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- There never was a better 
- chance to sell a roofing 
s idea at a good profit 


m jOOFING contractors are experiencing 
WN a new sensation—that of going out 
| yi^») hard after business. There were days 
when new work came in steadily and re-roof 
jobs even came over the ‘phone. Now the 
tables are turned. 


! Let the other fellows fight it out over the 
| | remnants of new roofing business—you mix 


common sense with your courage and go after 
re-roofing business with a brand new idea. 


Fire-safe, lasting Johns-Manville Asbestos Roof- 
ing has a reputation behind it big enough to 
make you a wealthy man. You at once lift 
yourself out of the class known as local roofers 
into the class of the exponents of Johns- 
Manville Asbestos Roofing. 


People need new roofs because they have too 
long let them go neglected. But they want 
good roofs because the war and the times have 
taught them a new idea of economy —the real 
idea, ultimate economy. Before you take our 
advice, see if you can locate a Johns-Manville 
Dealer who was ever sorry he took the step. 


H. W. JOHNS-MANVILLE CO. 
NEW YORK CITY 
10 Factories — Branches in 61 Large Cities 


Jon NS- 
23) JOHNS-MANVILLE 
ASBESTOS ROOFING 
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“You Get The Job’ 


"We've been watching you, young man. We know 
you're made of the stuff that wins. The man that cares 
enough about his future to study an I. C. S. course in his 
spare time is the kind we want in this firm's responsible 
positions, You're getting your promotion on what you 
know, and I wish we had more like you.” 


The boss can’t take chances. When he has a respon- 
sible job to fill he picks a man trained to hold it. Hes 
watching YOu now, hoping you'll be ready when the oppor- 
tunity comes, 


The thing for you to do is to start today and train your- 
self to do some one thing better than others. You can do 
it in spare time through the International Correspondence 
Schools, Over 5000 men reported advancement last year 
as a result of their I. C. S. training. 


"The first step these men took was to mark and mail this 
coupon. Make your start the same way—-and make it 
right now. 

I. C. S., Box 8156, Scranton, Pa. 


— — — — — — —— AR OUT HERE — = — — — m m 


INTERNATIONAL CORRESPONDENCE SCHOOLS 


Box 8156, SCRANTON, PA. 


Explain, without obligating me, how I can qualify for the position, or 
inthe subject, before which I mark X. 
(J ARCHITECT _JSALESMANSHIP 
J Architectural Draftsman ADVERTISING 
]Contractor and Builder |! ] Window Trimmer 
| ]Building Foreman | IShow Card Writer 
LI Concrete Builder |Sign Painter 
O Structural Engineer i IBOOKKEEPER : 
LjStructural Draftsman |! JStenographer and Typist 
LiShip Draftsman Higher Accounting 
[ IPlumber and Steam Fitter )COMMERCIAL LAW 
[]Heating and Ventilation iCommon School Subjects 


L]Plumbing Inspector Mathematics 
[]Foreman Plumber }GOOD ENGLISH 
L)Sheet Metal Worker JILLUST RATING 


LICIVIL ENGINEER 
LiSurveying and Mapping 


|Railway Mail Clerk 
CIVIL SERVICE 
MINE FOREMAN OR ENG'R 


Name 


LIELECTRICAL ENGINEER 
]Electric Lighting and Rys. 
]Electric Wiring 

|Telegraph Engineer 
lTelephone Work 
])MECHANICAL ENGINEER 
IMechanical Draftsman 
]Machine Shop Practice 
JSTATIONARY ENGINEER 
I|CHEMIST 


L 
[ 
[ 
[ 
[ 
L 
[ 
[ 


Present 


Occupation — 


Street 


and No.— 


| -— as 


| IMetallurgist or Prospector 
i )Gas Engine Operating 
|Textile Overseer or Supt. 
TRAFFIC MANAGER 
JAUTOMOBILE OPERATING 
JAuto Repairing 
]Navigation | Spanish 


L J] AGRICULTURE [í ]French 
(.] Poultry Raising (Italian 


d "I ; 
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My Business Creed 
By Lester G. Herbert 


Every business must have a Head—a real Head. 
If I'm IT, I will be far-sighted, just, and keenly 
alive to the best interests of everyone and everything. 
I will not be puffed up or forgetful of the rights of 
others. 

If I am a private or even an officer in the ranks, I 
will do my best with intelligence and persistence, 
remembering that my first concern must be the good of 
the whole rather than individual gain or advantage. 


I have confidence in myself because my habits are 
right and my vision true. Moreover, I am constantly 
seeking to learn better methods and to correct my own 
business weaknesses. 

I like my job. Whenever I feel a bit out of sorts 
with it, I just contrast it with other fellows' work and 
opportunities, and then I know that it isn't the job, it's 
the man that counts! The man makes the job—or 
breaks it. 


As I am freshest early in the day and feel possessed 
of the most initiative and courage, I will tackle my 
hardest tasks first, then the rest will come so easy that 
I will go on enjoying my work from day to day and 
year to year. 

I will always avoid jealousy. When I am inclined 
to criticize the other fellow, I will stop first to discover 
if there is anything of envy in my attitude. I can 
never build myself up by tearing the other fellow 
down. 


I will not be ready when criticized to raise a defense 
of self-justification. I will do the more manly things— 
examine myself to see if the criticism is justified. If 
it is, it is up to me to improve my ways; if it isn't, I 
do not need to care. 

I will be big enough to rejoice when someone else 
succeeds and I will make that success count for myself 
by studying his methods and learning the reason why, 
that I may succeed, too. 

Realizing the importance, necessity, and dignity of 
my work, I will be enthusiastic about it. And being 
enthusiastic, I will never do less than my best. 

True success is not measured merely by dollars and 
cents—it is reckoned also in terms of manhood, integ- 
rity and service. 

I will never allow a prejudice, a whim, or a habit to 
warp my life. I—my intelligence—is captain of my 
personality and I do not propose that any one weak- 
ness shall dominate me. 

I will be perfectly frank with myself and frank with 
my associates, always remembering that "As I salute, 
so shall I be saluted." 

I will be eminently fair with everyone, for fairness 
disarms antagonism and prejudice. I will always 
wait to hear both sides of a story before taking sides, 
in order that I may be fair to myself. 

I will be unselfish, for selfishness is the root of 

(Continued to page 74.) 
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ver Industrial Housing 
Lan 
" Problem 
E One of the most important questions 
a è that is occupying the attention of the 
If authorities throughout the country is 
21 that of proper housing for the thousands 
of laborers at the various centers of industrial activity. 
Ise | Owing to the “speeding-up” process the danger from fires correspondingly increases. 
elf | If the thousands of new houses built are not fireproof there is not only danger of a con- 
1y, ; flagration, but there is also a constant menace to the industrial plants themselves. A 
spark from a locomotive, for instance, may ignite the roof of a house and thereby jeopard- 
of I ize the entire community. Roof the new house with 1 
ng 
AMBLER 
“| Shingt 
> | Asbestos Shingles 
to 1 and the danger will be eliminated because Ambler Asbestos Shingles cannot burn. They 
ny are absolutely fireproof, as they are made of cement reinforced with asbestos fibre. Ex- 
k- posure to the elements only serves to make them more durable. 
: Architects, Contractors and Builders who specify Ambler Asbestos Shingles are doing 
th | their “bit” to help reduce the losses from fire. 
e, Space does not permit us to tell the whole story here. Write today for pictures, 
prices and samples. Estimates gladly furnished free. 
ss 
ys Keasbey & Mattison Company, Prt. 8-1 Ambler, Pa., U. S. A. 
iia Manufacturers of Ambler Asbestos Shingles, Asbestos Corrugated Roofing and Siding, 
85% Magnesia Pipe and Boiler Covering and Asbestos Building Lumber. 
of 
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My Business Creed 
(Continued from page 72.) 
almost every evil in the world. If I am unselfish, I 
shall merit friends, and friends are one of life's great- 
est treasures. 

I will be straightforward in every act and transac- 
tion of my life, so that I may look every man in the eye 
and go forward to meet the future, unafraid. 

I will be public-spirited in order that I may be 
self-respecting, for I cannot and will not partake of 
the benefits of the labors of others without making 
my own contribution. 

I will be progressive because I believe that life is 
an opportunity to march forward toward the goal of 
finer achievements rather than a leisurely period in 
which to loaf or stand still. 

I will try to be the sort of all-around business man 
whom I admire most and to whom I am ready to take 
off my hat on cloudy days as well as sunny ones. 

I will be loyal to my co-workers and to my country, 
remembering that the Stars and Stripes is my flag 
and stands for all I hold most dear. 


v 
Chimney Construction 
By I. P. Hicks 
NE very important thing about building is the con- 
struction of chimneys and the framing up around 
them. A good foundation is one of the essential points 
in chimney building. A broad, deep and substantial 


| or convenience. 


[July, 1918 


foundation is necessary—one that will not settle to any 
great extent. It is absurd to say that a chimney will 
not settle, because they will all settle, more or less, 
much depending on the kind of footing the chimney 
has under it. Chimney footings should be 4 to 6 inches 
wider on each side than the chimney proper. If built 
of brick, the bottom footing course should be double 
and then the footing should be properly stepped up. A 
brick footing on firm ground will serve all right. If 
the ground is wet and soft, then by all means build 
the chimney footing of concrete. 

Make a solid concrete footing about 6 inches wider 
all around than the chimney and 6 to 8 inches thick, 
and you will have a footing that will carry the weight 
on soft, mushy ground far better than any brick foot- 
ing. Bricks will gradually sink into soft ground far 
more than the solid concrete will, and the difference 
between a brick footing and one of concrete is really 
surprising. Concrete is by far the best for footings. 

The chimney should be perpendicular, straight and 
smooth, without angles, corners, projections, jogs, of 
contractions of any kind, and at no point in contact 
with wood. A space of I inch or more should be left 
at all points where the chimney passes joists, rafters 
or timbers, or thru floors, ceilings or roofs. Joists 
should not be masoned in, or in any manner bear upon 
the chimney; they should be framed into a header set 
at least an inch away from the chimney. 

(Continued to page 78.) 


Murphy In-a-Dor Beds 
| =| Selvethemdaustriat Housing Problem 


Bedrooms completely eliminated without loss of comfort 


Full size all metal bed concealed during the day in a 
clothes closet behind a door only three feet wide. At night 
the bed is swung out of the closet and lowered for use in 
> the adjoining room. (See plan.) 

Old style bedrooms are used only a few hours at night. 
All day long they stand idle, yet they cost practically as much 
to build as any other room. The Murpuy IN-A-Don BED 
makes every room do double duty. Every room is available 
twenty-four hours every day. 


Construction Costs Reduced 25% to 40% 


Instead of building a house with many small rooms, build fewer and 


4A larger rooms. The workman will appreciate the change because he has 
| less rooms to furnish, heat, light and keep clean. Build the modern way. 


8:0 


€ e — — 


Three - Room Cottage with Per- 
fect Five-Room Accommodations 


FULL INFORMATION ON REQUEST 


Murphy Door Bed Company 


BROOKLYN 
7 East 17th St. 


CHICAGO 
Majestic Bldg., 24 W. Monroe St. 


St. Lovis 
462 Chemical Bldg. 


CLEVELAND Kansas City Tutsa, OKLA. 
661 Leader News Bldg. 390 Glendale Bldg. 17 East 5th St. 
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Apartment House, Terra Haute, Ind., Formerly an Old Brick Barn 


Brick barn becomes an attractive apartment 


Work a transformation in some of the old buildings in your locality, Mr. Builder; 
make them just as attractive as the illustrated Medusa-ized old brick barn in 
Terre Haute, Ind: Thisapartment house at Wedgewood Grove shows what can 
be accomplished with stucco made with Medusa Waterproofed White Cement. 


Insure the permanent beauty of your buildings by adding Medusa Waterproofing 
to your stucco mortar. Medusa Waterproofing becomes an integral part of 
the concrete—without affecting either its strength, color or durability. 

Let the old farm buildings in your locality suggest a Medusa transformation. The 
everlasting damp-proof qualities of Medusa Waterproofing, in particular, 
should interest the farmer no less than the permanence, strength and dura- 
bility of Medusa White Cement. He might use a meu-looking building—1f 
spared the expense of new construction. 


Write today for this booklet: "How to Make Concrete 
Waterproof” is the title of an interesting and practical 
book et, which we will send upon request to any contractor. 
Write for Your Copy — Today. Please address Dept. G. 


Pare wnr e 


The Sandusky 


Cement Company 
Cleveland, Ohio 


4.93) CEMENT COMPANY: 
RD LL IDE EES OR OE BEL 2 ERLE CPN MOET 2 uC 
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F a SET 


In Less Than a Month 
pletely Equipped with 


PEED is the essence of war work— especially for 
industrial housing. Quick action was necessary—yet expense had 
to be considered. The ordinary outhouse meant constant disease dan- 
ger, while to wait for water and sewer installation meant a month's delay. 


Kaustine Waterless toilets solved the problem, providing convenience and 
comfort equal to water toilets, and better safeguarding the health. 


The Kaustine System provides complete disposal of the sewage matter. It 
allows no germs—no flies, filth or noxious disease-laden atmosphere. The chemi- 
‘al, Kaustine, disposes of all these. The entire work from the planning to the 
final installation—every detail —we do, and in record time. 


Why Kaustine Systems Are Superior: 


Simplicity Free from flush Economy-— Water mains Durability-—No pipes or Germ Destruction —' The chemi- 
valves. joints and traps; never costly sewers and final valves to freeze and clog — cal action upon the sewage does 
clog. never out of commission disposal beds are elimi- no breakages to occur. All Away utterly with dissemination 


necessitating plumbers bills. 
Easily and quickl$* installed by 


of disease germs, either by flies or 


nated. The chemical materials of e mos ur- i A - P " 
aterials of th ost d into the soil. Kaustine Chemical 


handy mechanics. Require littie Kaustine is inexpensive able character. The tank is is nearly twenty times as power- 
care and the draining of the and service rendered made of the best rust- ful as pure carbolic acid. It dis- 
tank 1s done infrequently. costs practically nothing resisting iron known solves in water. 


To Contractors and Builders Write our engineers for 
We. E rro plans to meet your needs 


We are in a position to supply complete, satis- A i 4 
factory sewage disposal systems from one to one l'hese engineers are at your disposal. They 
thousand or more houses. In fact, the job is never have successsully planned systems for in- 


too large for us to handle. While we ean handle this "asque" x 
work ourselves, we always prefer to work with the dustrial villages and manufacturing plants 


local contractor or builder. If you are working on, or throughout the country. The work is done 


know of, an industrial housing project without sewers, A m - f ë 
get in touch with us at once. We can show you the quickly, thoroughly. We handle the job 


way to profits or the securing of good sized contracts. from beginning to end and guarantee re- 
sults—or will work with any contractor. 
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This Entire Village Com- 
Sewage Disposal 


Over 30,000 Kaustine Systems in Successful Use 


In equipping with Kaustine you get more than the pipes, tanks, bowls, etc. 
you get service that means satisfaction for the future. In schools, homes, man- 
ufacturing establishments of all kinds — in unsewered districts throughout the 
country, Kaustine Systems have been giving complete satisfaction for years. The 
Health and Industrial authorities approve them. 

If you have a problem of this sort, do not hesitate to write us. Our consulting 
engineers are glad to afford information, provide sketches and make suggestions 
—all this putting you under no obligation. We will tell you just how many days 
it will require to Kaustinize your village or factory. 


KAUSTINE COMPANY, Inc. 
Home Offices: Buffalo, N. Y. 
General Agencies: 353 Peoples Gas Bldg., Chicago 

Lansing, Mich. Greenville, S. C. Oakland, Calif. 


Trenton, N. J. Spokane, Wash. Philadelphia, Pa: 
Kaustine Co., Ltd., Toronto, Can. 


How System Operates 


Falling directly through the 
12" drop tube, the sewage is at 
once enveloped in the pool of 
liquid chemical, which attacks 
it, and, aided by the effective 
propeller agitator, quickly re- 
duces it to liquid form and ut- 
terly destroys the germs. 

Effective ventilation draws 
off any chemical gas, and at the 
same time creates suction in 'T. 
and down through the toilet 
bowlaerating its interior sur- 
faces, and drying them as well 
as preventing any bacterial 
development. The ventilating 
pipe goes through the roof or 
to a chimney, 


^^ 


--—-.---—5 


Sample Installations 


There are many ways of 
installing Kaustine sys- 
tems, both singly and in 
in multiples. Some meth- 
ods used for single systems 
are here illustrated—they 
are the morecommon ones. 

Kaustine equipment 
may be installed on the 
second floor and will work 
with perfect satisfaction 
the same as on the ground 
floor. Many other plans 
freelyavailable on inquiry. 
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Show Your Customers How 


Cornell’ Wood Board 
Excels for Walls, Ceilings and Partitions 
Repairs Alterations or New Work 


OUR patrons with whom you come in daily 

contact, value your judgment and sugges- 
tions. Tell them about the wonderful economies 
effected by the use of Cornell-Wood-Board. 


Show them how easily handled it is, how 
strong, durable and dependable. Explain that 
it will not warp, crack chip, or buckle, that it 
resi-ts heat, cold and moisture. When they 
understand that it requires less paint or cal- 
cimine than other interior finishing materials, 
and how artistic it is 

All these customers of yours will commence calling 
for Cornell-Wood-Board. For the walls and ceilings 

I their stores, offices, homes, garages, farm build- 
ings, etc., they will find it unequaled. You will make 
many permanent friends and increase your business, 
hy cordially recommending Cornell-Wood-Board. 


Write today for free samples, also full de- 
tails about our Co-operative Service and 
Selling Plans for Contractors and Builders 


Cornell Wood Products Company 
173-175 W. Jackson Blvd. Dept. 107 Chicago 


Cornell- Wood-Board is ideally adapted for the 
Walls and Ceilings of Stores 


x 


| 
| 
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(Continued from page 74.) 

It used to be the custom to plaster chimneys smooth 
on the inside, but, in our opinion, tile flue lining is far 
the best. The flue lining should be set in mortar and 
made solid against the brick, not just dropped in 
loose-jointed. 

Chimneys should be built before there is any wood- 
work in the way, and should be carried thru the 
roof before the roof is put on—of course, the sheath- 
ing should be put on. You can always get a better 
job to finish up the chimney after it is built than in any 
other way. 

One of the most important things about house build- 
ing is the proper building of the chimneys. No part 
of the house contributes more to the comfort of the 
occupants of the house than a good chimney. This 
statement may seem absurd to most of the house 
builders ; in fact, many think the chimneys an unimpor- 
tant matter. The fact is, the chimneys are a very 
important matter. A chimney with a poor draft is 
next thing to a great calamity. With a poor draft, 
there is much trouble to get the fire to burn and it 
is smoke, smoke, smoke, till everybody is nearly driven 
out of the house, and after this faulty construction 
has been permitted, there is usually no remedy, and 
the occupants have to put up with the nuisance the 
best they can. 

Most of this faulty chimney construction comes 
thru false notions of economy. It is true, chim- 
neys are an expensive part of the house building and 
in order to cut down expenses, many chimneys are 
built too small, and many times too many pipes are run 
into one chimney. We do not believe that any chim- 
ney should have less than an 8x12 flue and such chim- 
ney should not have over two six-inch smoke pipes 
entering it, and these should not enter the flue on the 
same level. If more than two pipes have to be pro- 
vided for, make a double flue 8x12 in size or larger, 
or build another chimney in some other part of the 
house. Don’t attempt to crowd too many pipes into 
a chimney of small capacity, for if you do the result 
is sure to be unsatisfactory. Fireplace flues and fur- 
nace flues should never be less than 8x12 inches and 
should be independent flues thruout. No other 
smoke pipes should enter these flues. This may make 
the chimneys for a house cost more money, but many 
times it avoids the smoke troubles which are the most 
unendurable of all things in chimneys. 

_ All chimneys should be provided with an iron door 
and frame at the bottom for taking out the soot. 
There are chimneys put up by the thousands without 
this provision but it is a mistake just the same. Chim- 
neys will fill up with soot and even stop the smoke 
pipe, even tho it may be a flue of six or eight feet, 
it will eventually fill up and then, if there is no way 
to take it out except from the stove pipe entrance, you 
have a job on your hands that will prove very an- 
noying. 
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PURE WOOD FIBRE 


You can't expect Beaver 
Board results unless this 
trademark is on the back 
of the board you buy. 


Like other nationally advertised products Beaver 
Board is imitated. Its name has become the univer- 
sal word for wall board. 

Every panel of this knotless, crackless manufactured lumber 
s plainly printed on the back with the big mark shown above. 
Each t me you order wall board look for this mark and insist 
upon having it on every panel vou buy—it’s your safeguard. 

You can tell the Beaver Board dealer by this same mark. If 
you cannot locate the dealer n your town please write us. 


THE BEAVER BOARD COMPANIES 
37 Beaver Road BUFFALO, N. Y. 


Bran hes in Boston, New York, Baltimore, Cleveland, Detroit, 
Chicago, Minneapolis, Kansas City and San Francisco 


Manufacturers also of Beaver Greenboard and Beaver Blackboard 
Disiributors in principal cities. Dealers everywhere 


DEAVER DOAR 


FOR BETTER WALLS & CEILINGS 
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What Should Be Done for School House Safety? 


PARTS 
NORTH AMERICA, 


OF A PAPER BEFORE THE ELEVENTH ANNUAL CONVENTION 
NASHVÍLLE, 


FIRE MARSHALS' ASSOCIATION OF 


TENNESSEE, 


By Hon. Bert B. Buckley 


State Fire Marshal of Ohio 


66 HAT should be done for school house 

W safety" is important in the protection of 

life, rather than property. 

My knowledge of the conditions and needs of these 
buildings comes thru the inspecting for causes which 
result in losses of property and thru recently having 
had each assistant fire marshal induce fire drills in the 
two and three-story school buildings in his district. 
Under the Ohio law, fire drills are required, but the 
duty of enforcing the regulation is laid upon no par- 
ticular officer, with result that they were ineffective 
in many schools and neglected altogether in a greater 
number, therefore, I assumed the duty. 

With the growth of our country has come the thou- 
sands of public school buildings in city and country. 
Greater safety is demanded in the city because the con- 
gestion of population enforces the gathering of large 
groups of children for which adequate accommoda- 
tions, under State supervision, must be provided. 

Two of the most important items are those of 
health and life and limb hazard. I shall deal with 
the laws of the State of Ohio, which I consider equal 
to the laws of any other State, 1f not the best in exist- 


ence on this subject. The requirements are first, that 
a school building, two stories high or more, shall be 
of fireproof or composite construction. 

By fireproof construction we mean either brick 
twelve inches thick or monolithic concrete eight inches 
thick. Some buildings are built, in the rural districts, 
of hollow tile, having on the outside a four-inch brick, 
not permitting, if you please, hollow tile to be classed 
as a standard fireproof material; neither are cement 
blocks. 

In order to make a building absolutely safe as a fire 
hazard, the partition walls are made of standard fire- 
proof material. All communicating openings should 
be covered by double standard fireproof doors in 
order that a fire can be kept from communicating 
from one room to another. Corridors, wherever it is 
possible, should be separated from rooms by standard 
fireproof walls and standard fireproof doors. The 
means of egress, in order to preclude panic as near as 
possible, should be from one story to another, enclosed 
fireproof stairways, as far apart as possible. One in 
the front end, one in the rear end, or one in each 


(Continued to page 82. 
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Woodwork Satisfaction 


You are not satisfied unless your customer 
is. Beautiful birch satisfies you both to 
perfection, by enabling you to do a credit- 4 
able job at a good profit while still giving — ER 
your customer a reasonable price — the | 
price that #ets the contract. 


NORTHERN HEMLOCK & HARDWOOD MFRS. ASS'N. 


We send handsome book and six finished 


samples to your prospects. 


P à £3 
ë 


Oshkosh, Wis. 


Send names. 
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WOODWORK >= 


“The Permanent Furniture for Your Home” 


CuRiiS 
Woodwork 


is advertised in these 
strong National and 
State Farm Papers. 


Country Gentleman 

Michigan Farmer 

Farmer'a Guide 

Farmer's Mail & Breeze 

Wisconsin Agriculturist 

The Farmer 

Nebraska Farmer 

Dakota Farmer 

Oklahoma Farmer & 
Stockman 

Wallace's Farmer 

Successful Farming 

Prairie Farmer 

Ohio Farmer 

Hoard's Dairyman 

Oklahoma Farmer 

Farmer's Review 

lowa Homestead 

Wisconsin Farmer 

20th Century Farmer 


URTIS Colonnades are designed by experts 
and constructed in a way that is worthy of 
the designs. Corners of ‘pedestals and col- 

umns are made with our interlocking mitre-joint 
construction. The edge of one board is not set 
against the face of another. Nail holes are pleas- 
ingly absent. In every detail, Cuk#i§ Woodwork is 
so carefully made that you are able to get splendid 
results with a minimum of time and labor. 

Your use of Curtis built-in furniture will enable 
you to build more homes with less labor because 
you will have to spend less time with built-in details. 
Push Curtis built-in furniture. It will mean more 
building for you. 

Two real reasons for building now. 


1. Lumber, woodwork, and most other building 
materials are not as high as compared with other 


products. 


" 2. Curtis Standard Designs cost no more now than 
special woodwork cost “before the war.” 


The Curtis Companies, Service Bureau 
1867-1967 South Second Street Clinton, lowa 


Manufacturing and Distributing Plants at 
Clinton, lowa _Lincoln, Neb. Minneapolis Wausas, Wis. Chicage 
Oklahoma City Sioux City, lowa Dayton, Obie Topeka, Kan. Detroit 
Eastern Offices: Pittsburgh and Washington 
The makers of CURTIS Woodwork guarantee complete 
satisfaction to its users. 
* We're not satisfied unless you are” 


WHEN WRITING ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


AMERICAN BUILDER 


Permanent Houses for 
Industrial Workers 


In planning homes for factory employes, per- 
manence, speedy erection and low initial cost 
are obtained by the use of Hy-Rib Metal 
Lath products, which assure fire resistance, 


sanitation and low upkeep cost. 


These prod- 


ucts are standardized and carried in stock in 
all parts of the country ; labor and material to 
apply them are readily obtainable, so that 
erection proceeds with utmost speed. 


FOR EXTERIOR 


Stucco on H y-Rib 
Metal Lath 


Hy-Rib makesa thin mon- 
olithic reinforced concrete 
wall which is fire-resisting 
and permanent. Metal 
Lath is then appBed to the 
inner face of the studs and 
plaster. Houses so built 
are easy to heat, require 
no painting and are gener- 
ally preferred for their at- 
tractive appearance. They 
cost less than any other 
permanent cons ruction, 


FOR INTERIOR 


Plaster on Hy-Rib 

Metal Lath 
For all walls, partitions 
and ceilings Hy-Rib Metal 
Lath reinforces the plas- 
ter, preventing plaster 
cracking and falling off. 
The extreme stiffness of 
Hy-Rib Laths permits 
wide spacing of studs, 
saving in material and 
labor. Metal Lath stops 
fire, vermin and deprecia- 
tion. 


If interested in any industrial housing oper- 
ation, give us an outline of what is proposed 
so that we can send our detailed suggestions. 


TRUSCON STEEL COMPANY 


(FORMERLY TRUSSED CONCRETE STEEL CO) 


YOUNGSTOWN, 


OHIO. 


WAREHOUSES AND REPRESENTATIVES IN PRINCIPAL CITIES 


BUILDING 
PRODUCTS 


WHEN WRITING 
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What Should Be Done for School 
House Safety? 


(Continued from page 80.) 
side of the public school building. 

Ohio's Building Code requires that in primary 
schools the rise of steps shall not exceed six inches 
and the width of the tread shall not be less than eleven 
inches. This proportion gives a safe footing in both 
ascent and descent. 

A building thus constructed would naturally afford 
sufficient means of egress to prevent all accidents. 
These stairwavs, moreover, lead out at the bottom 
directly to the open air and separated on other floors 
from the corridor connecting with these stairs to the 
next floor by a quarter-inch wire glass which we con- 
sider a very satisfactory fire stop. 

A composite building which is used only in. the 
rural districts and small towns, is composed of brick 
and wood. In a composite building naturally, there 
is more of a dangerous element existing than in those 
of standard fireproof construction, and the require- 
ments of egress should be better and more numerous. 

While I do not consider a fire-escape essential on a 
standard fireproof building, I am inclined to favor 
strongly a fire-escape on any composite building two 
stories high. This, with two fireproof stairways, one 
at each end or one at each side. 

History of great fires wherein many lives have 
been lost, show conclusively that it is the hysteria 
which takes possession of people in an assembly hall 
or theater, or school, and it is the frantic rush with 
the idea of self-preservation that causes hundreds to 
be trampled to death. 

In the great Iroquois fire at Chicago some years 
ago, more people bv over half, were trampled to death 
than were burned. "This being the case, it then occurs 
to me that the safety or the safe exodus from build- 
ings depends upon the means of egress, their number, 
and the means of access thereto. In other words, 
narrow or obstructed aisles hamper and retard the 
rapid emptying of a room, as do narrow doorways or 
stairways. 

In the fire in the St. John's School at Peabody, 
Massachusetts, the entire United States was appalled ; 
and yet, from the report of the chief deputy of the 
fire inspection department, we find that the exits from 
this building practically complied with the law. In 
noting the recommendations of the fire chief, I am 
pleased to say that the Ohio School Building Laws 
have for a number of vears provided for practically 
all of the first sixteen recommendations he makes. 

Heater rooms must all be fireproofed. In basements 
where heating apparatus is installed, all openings ex- 
cept windows, must be hung with fireproof doors 
with fusible link, practically confining a fire in the 
basement to the basement. And yet, I would go 
further and say where it is at all possible and where 


(Continued to page 84.) 
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GF No.10 INTEGRAL 


Waterproofir 
p 


J 


Maximum Hydrostatic Pressure, 2600 Pounds Per Foot 


HIS pump well of the Public Utilities Co., Evansville. Ind., 

is located on the edge of the Ohio River. It is sixty feet deep, 
about twenty -five feet in diameter and has eighteen-inch rein- 
forced walls. The bottom of the well is five feet lower than the 
river bed. This well is subject to a constant pressure from a 
forty-three foot head of water, and it is absolutely bone dry. 


The concrete mixture is 1:2:4 with two pounds of GF No. 10 
Integral Waterproofing Paste to each bag of cement. 


GF No. 10 is a smooth paste which is dissolved in the gauging water and 
carried into every part of the concrete mass. It is absolutely soluble and 
remains in perfect suspension, which insures uniform distribution. 


GF No. 10 waterproofs permanently and in no way affects the set or strength 
of the concrete. 


Ask for the GF Waterproofing Handbook. It shows many other uses for 
GF No. 10 and covers the application of entire line of GF Waterproofings. Sent 
on application to Engineers, Architects and Contractors. 


THE GENERAL FIREPROOFING CO. 
YOUNGSTOWN, OHIO 


Manufacturers of Metal Lath Concrete Reinforcements and Waterproofings 


Branch Offices: Chicago, Philadelphia, Atlanta, Utica Buffalo, Kansas City 


Members of à 
Associated Metal Lath „Stocks in 
Manufacturers Principal Cities 


\ 
YOUNGSTOWN,OHIO ^ 
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What Should Be Done for School 
House Safety? 
(Continued from page 82.) 
there is an adequate supply of water to be secured, 
the basement should be fitted with a sprinkler system. 
In the corridors and in the rooms should be placed 
small chemical fire extinguishers. 

I am not inclined to favor the large three-gallon 
extinguishers of soda or sulphuric acid, because it 
would require a “piano-moving” type of man to oper- 
ate it; but the Fyr Fyter, Pyrene, J. M. and other 
standard chemical liquid fire extinguishers using the 
carbon tetrachloride liquid, or any other chemical pos- 
sessing the same qualities for smothering a fire. These 
do not remove the desirability of a standpipe and hose. 

From the health viewpoint, the system of heating 
and ventilating is one of the most essential accessor- 
ies. A system cannot be installed in the State of Ohio 
which will not heat the class room to a temperature of 
70 degrees when the weather is at zero on the outside, 
and the corridors must be heated to 60 or 65 degrees. 

Together with this must be a ventilating system that 
will change the air six times an hour. In Ohio, we 
have three systems in use: steam, hot water and warm 
air from hot air furnaces. 

We have a gravity, semi-mechanical and mechanical 
system of ventilating. The semi-mechanical is prac- 
tically the gravity system, having a fresh air duct and 
a foul air duct. This we term semi-mechanical because 


MI 


of the aid to the natural or gravity ventilation. The 
installation of accelerating coils, the heat from which 
causes a draft, aids the natural system. This is em- 
ployed mainly in rural districts where it is hard to 
secure the power necessary for the mechanical system. 
It is permitted also, in one, two and three-room and 
small school houses to use a heating and ventilating 
stove, a jacketed stove, but it must meet the require- 
ments that there be no reheating of ventilated air. 
Trouble is experienced in the rooms with some of the 
systems on account of the humidity. This, however, 
is easily overcome, and while under certain conditions 
it is detrimental to the health of the pupils, it is not, 
in my opinion, as much of a detriment as a room im- 
properly heated. 

We do not permit electrically operated fire gongs, 
but insist upon an eight-inch triple, manually operated 
gong which can be operated from any floor. The use 
of this gong is confined strictly to fire drills, not to 
be used as a study or recitation bell, altho we some- 
times have trouble in impressing upon superintendents 
of schools that it is a requirement by statutory enact- 
ment. 

The Ohio department desires to go on record as 
being an advocate of the spiral fire escape attached to 
the outside of the building, with the entrance leading 
into it from each floor, which entry must at all times 


open, and examined daily by someone in authority, 
(Continurd ta page 86.) 


This Kawneer Store Front 


Brought 25% Increase in Sales 


A GR] 


E By installing a 


TH i ~ A.GRUBE CO. Woolas MI modern Kawneer 


War 

Condition. | | ia 
Call for 

Remodelling 


Kawneer 
Way is thi 
Profitable 
Ji ‘ay 


LI sq XO p | | tising. 


The | i dà TN E 


All-Metal Store 
| Front this mer- 
Ë chant was able to 
| boost his sales 
| without increas- 

ing his adver- 


IE 60,000 other 
M merchants vouch 
for the value of 
the Kawneer way 

of modernizing 

| store buildings. 


aS 


Write today for "xnpita xo — of Designs. 


Let us show you how you can make money as the store front expert in your locality. 


Kawneer Mfg. Company, Niles, Mich. 
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Real Lishting Fixture Service 


! Í Ut p Pl haian 
kn | eas C We are Offering 
=== Š ° ° Ld 
Vestibule Lighting Fixtures 
1-3-Pight x 
MS Atta Complete For This Two Family House 


(Full blue prints shown in this issue) 


' ^| — at $55.00 to $60.00 


pu P ludes for each apartment, cast and spun fixtures wired complete, with 
glassware and tripods ready to hang (no insulating joints) with choice 
of six beautiful standard finisFes as follows: 


¿light 


LI ` . 4 
R Light Living Room . 1-3 center light | Bedroom . . . 1-2 light 
mde x Dining Room . 1-3 center light | Bedroom . . . . 1-2light 
KITCHEN Kitchen . . . 1-1 light Bath.. . 1-1 light 
Porc! 1-1 light Vestibule 1-1 light 


Total, Two Apartments, 28 lights, 16 outlets. 


k 


il For houses of $3,000 or less, Vanco Bronze Lighting Fixtures will average 
as low as $2.50 an outlet. 
oO HELLO -—) 


To Meet Industrial Housing Emergency Needs 


We Will on Ten Days' Notice 


Deliver Lighting Fixtures Up to One Thousand Houses Weekly 


No higher standard in design and workmanship than our Vanco Bronze, the New Medal. It not only 
revolutionizes the cost of Lighting Fixtures, bat carries the same guarantee as all our noteworthy productions 
of sixty years' service to the trade. 
We offer many rare and unusual finishes to conform to any scheme of decoration 

Let Our Special Builders' Service Have Your Blue Prints to Figure On 


Quantity Prices Quoted on Application 


MITCHELL VANCE CO., Inc. 
Sole Producers of VANCO BRONZE, The New Metal 


Offices, Factory and Display Rooms 
503-511 West 24th Street NEW YORK CITY 
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For 


Permanence 
Glass Safety 
Low Cost 


FTER you have made a care- 
ful study of Copper Store 
Front Construction, give your- 
self the benefit of the doubt. 
"High prieed" construction pos- 
sesses no higher degree of 
trade-pulling power 


The more you study the Brasco 
and Brasco-Hester Systems, the 
more reasons you will find for in- 
sisting upon their use in 
your new front. 


A Better Front 
for Less Money 


Brasco Manufacturing Company 
5029 Wabash Avenue, Chicago, lll. 


COUPON 


BRASCO MANUFACTURING COMPANY 
5029 Wabesh Ave., Chicago, Ill. 


Please send me storefront book and suggestions for a sales 
creating storefront. 


Width of Front 

Height Floor to Ceiling 
Depth of Return 
Name.. 


Address... 
AB-18 
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What Should Be Done for School 
House Safety? 


(Continued from page 84.) 
to see that the egress door at the base also is open 
during school hours. 
The external skeleton fire-escape on schools is a 


| misfortune in an emergency, unless the children have 


become accustomed to that means of exit thru its 
frequent use. 

The following story of a push-button alarm is from 
a report from an assistant fire marshal : 

“The fire drill at this building was in no way satis- 
factory. No drills have been held there, and no at- 
tention has been paid to anything along this line. They 
have no gong. A small electric bell operated with a 
push-button served in this capacity. After talking to 
the principal in charge he informed me that this was 
the fire gong. I informed him that I wanted a fire drill 
and he consented, after telling me that the signal in 
such cases was pressing the button six times. I did 
not hear any of the pupils responding to the alarm 
and went into the hall and saw. the superintendent 
running from room to room and telling them that there 
was a fire drill on. Some started to run into the hall 
and he told them to go back the other way and down 


| the fire-escape.” 


Let me read a paragraph in which another drill is 
reported. Says the assistant: “We found the front 
doors locked at this school. We held a fire drill with- 
out unlocking the doors, stationing one of the firemen 


| at each door, so none of the children would be in jured 


in the crush, and, after about seventy-five children 
were packed in the halls we called the attention of the 
principal in charge to what might happen in case 
there was a fire. She gave instructions immediately 
to the janitor that his first duty each morning would 
be to see that all outside doors were unlocked.” 

The Ohio regulations for new school buildings and 
fire drills, if strictly complied with, would reduce to 
the lowest possible minimum the danger in school 
houses from fire or panic resultant from fire or any 
other condition which would produce hysteria. 


The Insurance Commissioner of North Carolina, 


| Mr. James R. Young, in a letter to the superintendent 


of public instruction in his state (a letter which should 
be put under the eyes of all members of boards of 
education), makes the most lucid and forceful state- 
ment of the demands of humanity in the building of 
school houses. I am constrained to quote verbatim, 


| five of his paragraphs: 


(1) "We are building mostly frame and brick metal- 
roof hollow construction buildings. These are not the 
safest, nor in the end, the cheapest buildings. Where 
over one story they are a menace to the lives of the 
children and call for the heaviest insurance rates and 
greatest depreciation and repairs." 

(2) "The fireproof brick building, erected on the 


Continued to page 88.) 
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Power Pumps That Bring Business 


Folks who live in the country and small towns are waking up 
to the advantages of running water in the house and barns. 
The bathroom is no longer considered a city luxury, but a neces- 
sity for comfortable living everywhere. This is your market! 


Here are three power pumps that will help you to “eash in" on 
this higher standard of living. Either of them will solve the 
problem of the water supply for the country or small-town home. 


Goulds “Hi-Speed” Pump has created a sensation wherever 
shown. It is noiseless. All gears have been eliminated. It 
can be operated in any home without causing the slightest an- 
noyance. Our self-oihng device keeps it perfectly lubricated. 


This pump is furnished with 32-volt motor for operation on cur- 
rent from farm hghting system, or with 1⁄ h. p. gasoline engine; 
also with outfits for 110 or 220-volt a.c. or d. e. currents. It 
may be used with either open or pressure tank systems. 


“(ç M E, ee * * * * B * 
Goulds “Pyramid” Double-acting Piston Pump 
has for years been the standard small-power pump. 

; ^ kars : e : 
Fig. 1531 It can be driven either bv gasoline engine or elec- 
“PYRAMID” PUMP trie motor, direct or belt connected. It is very 
. É compact and strong, and handles a lot of water— 
Pe MM po fea " 6 to 114 gallons’ per minute, according to the size. 
pn anetio ian Pio ae It is adapted to open or pressure tank systems. 


OULDS PUMP 


FOR EVERY SERVICE 


Goulds Figure 1680 Combined Working Head and Jack is a special favor- 
ite with practical well men because it is so simple and easy to install. It 
comes in two parts connected by a flange. The flange is first serewed upon the 
top of the last length of pipe. Next, the hollow open base is shoved under it, 
fitting snugly around the pipe. The two sections are then bolted together with 
the flange between, the jack connected and the pump is ready for business. The head of this 
p is adjustable for 6, 8 or 10-inch stroke, and can be operated by hand, windmill or power. 
ith a large pulley, it is adapted for electric motor drive. 


e 


` 


£ 


— N 


These are but three of nearly 400 styles in the Goulds line—a line which is widely advertised 
and backed by seventy years of pump-manufacturing experience. Every pump is guaranteed to 
perform satisfactorily the work for which it isrecommended. Write for complete data and prices. 


Fig. 1680 
COMBINED WORKING HEAD 
AND JACK WITH OPEN BASE 
This combination may be oper- 
ated by hand, windmill, engine 
or electric motor. 


The Goulds Manufacturing Company 


Main Office and Works 
| Seneca Falls, N. Y. 
This outfit consists of 6 g. p. m. “Hi-Speed” Pump New York Bos 


“HI-SPEED” OUTFIT “C” 


ton Chicago Philadelphi 
belted to K h. p. motor and mounted on a heavy 16 — c Pearl Street 12-14 S. Clinton Street 111 N. Srd Street 
> ^ dud ttsbur Atl 
plank. For open or pneumatic tank water systems. 636 Henry W. Oliver Bldg. 3rd Nat'l Bank Bldg. 1oo1'Carter Bldg 
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What Should Be Done for School 
House Safety? 
(Continued from page 86.) 

slow burning or mill construction plan, will cost only 
about seven (7) per cent more than the brick metal- 
roof building referred to above. When provided with 
automatic sprinklers, this building will be absolutely 
safe, be less subject to depreciation and calls for not 
more than one-half the present insurance rates." 

(3) "A reinforced concrete building will cost only 
twelve per cent more than the brick metal-roof hollow 
construction building, furnish much less depreciation 
and occasion for repairs, and insurance at one-third or 
less." 

(4) "Again, at practically no additional cost, all 
inside stairways and openings can be put out of all 
these buildings, furnishing safety to children and build- 
ing by the use of tower stairways or fire-escapes. These 
tower stairways are desirable because they are simple, 
safe and economical, making unnecessary fire-escapes, 
and yet, rendering buildings of two or more stories 
absolutely safe for children even in case of fire." 

(5) "I recognize that it is hard to change any 
general custom of a people, but I am prepared to show 
that these suggestions are in accord with any of the 
well established rules designed by teachers for school 
buildings, and are principles that do not interfere with 
the best efforts and skill of architects. These sugges- 
tions have been submitted to you, your assistants, and 


(July, 1918 
many school superintendents and teachers, and met 
with the approval of all. Both associations of archi- 
tects in the State have heartily endorsed the suggestions 
as desirable for improving school buildings and giving 
additional safety to children.” 

It might truthfully be added to Mr. Young's state- 
ment that the modifications of common plans of con- 
struction which he demands would, in the lifetime of 
a building be paid for by the reductions in insurance 
rates. 

The Fire Marshals’ Association of North America, 
in 1908, at St. Paul, Minn., made the expression which 
follows: 

“Whereas, a large number of fires in^school houses 
have caused an enormous loss of life and property, 
and whereas, the panics incidental to such calamities 
render fire escapes and fire drills almost useless: 
Therefore, be it resolved, that we, as fire marshals, 
earnestly recommend that the height of all school 
houses be hereafter limited to two stories as the only 
efficient safeguard against such calamities.” 

No one will question the wisdom of limiting the 
height of these buildings to two stories in the interest 
of safety to life, if we are to continue to build tinder 
boxes, but state building regulations such as I have 
recited, justify the erecting of higher buildings in 
cities where land is high priced and playground space 


is always too limited. 
(Continued to page 90.) 
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Chicago Cincinnati Denver Detroit 


Pacific Coast Bagtesenin di vens 


When steel sheets actually resist corrosion year 


after year, successfully withstanding the rigors of all sorts of 
weather and service conditions—surely you will admit that the material 


has fully complied with the true tests of value. 
proved the superior wearing qualities of KEYSTONE COPPER STEEL 
Black and Galvanized Sheets and Roofing Tin Plates. 
every builder and roofer should read it. 


Just such tests have 


Send for inter- 


American Sheet and Tin Plate Company 


General Offices: Frick Building, Pittsburgh, Pa. 


DISTRICT SALES OFFICES: 

New Orleans 
port Representatives: UNITED STATES STEEL PRODUCTS Company, New York 
UNITED States STEEL Propucts Company, San Francisco, Los Anode, Portland, Seattle 
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Gives Splendid Results in Bath-House Con- 


struction at Fort Phoenix, Fairhaven, Mass. 


A—Ribptex in place. B— One side plastered, 
C— Complete ready for the doors 


l'hese bath-houses, owned by the Union Street Railw ay Co., of New Bedford, 
Mass., have roofs, walls and partitions of concrete reinforced in every direction by 
the Ribplex which also served as centering and studding. 


Ribplex has a wide range of use in light, permanent, fire-resistive 


roofs, walls, 
floors and partitions in all sorts of structures. 


Write Dept. K-3 for sample and full information 


The Berger Mfg. Co. - Canton, O. 


BRAN¢ Philadelphia Chicago Si. Louis Minneapolis San Francisco 
Export Dert.: Berger Bldg., New York € ity, U. 8. A. 


igs: Boston New York 
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KISSEL 
TRUCKS 


Backed By Ten 
Years Experience 


K ISEL has spent ten years to 
bring his trucks up to that 
point of mechanical superiority 
that insures dependable perform- 
ance, uninterruped service and 
economical maintenance. 


Kissel builds his own truck power plant. 
That's why Kissel Trucks give unin- 
terrupted performance. The perfected 
worm-drive rear axle and superior front 
axle are traction insurance. The Kissel 
frame, springs, brakes—every moving 
or fixed unit—are so designed, con- 
structed and balanced to give 100% 
efficient service. 

\s a result, Kissel Trucks fully meet 
today’s closer shipping schedules, wider 
delivery areas and greater hauling dis- 
tances. 

If you would choose your motor truck 
equipment by its reputation and known 
performance, see your nearest Kissel 
dealer. 


Kissel Motor Car Company 
Hartford, Wisconsin, U. S. A. 
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What Should Be Done for School 
House Safety? 


(Continued from page 88.) 

In several states district schools are being centralized 
in township buildings, to which the children are hauled 
from their homes in the morning and returned in the 
evening. 

In a large number of townships in Ohio, speaking 
of conditions that came under personal observation 
during the last year, these buildings have been erected 
and the growth of the idea of centralizing the schools 
and its efficiency having been proven, other communi- 
ties will follow this example, seeing the value that has 
accrued to their neighbors. 

The question arises as to how these buildings should 
be built. Ground is cheap in the country and there 
is no excuse for building up in the air and jeopardiz- 
ing human life when these rooms can be spread out :n 
one story. 

In some of the thickly settled townships high schools 
are being added to the central building, but there can 
be no excuse for making them high in altitude; thev 
should be on the ground floor. 


But the little red school house long will be far the 
most numerous of educational institutions. As we 
know it in Ohio, it is 24 by 36 feet with a height of 
14 feet to the square and 8 feet more to the comb. 
Whether of brick or wood its important fire dangers 
are mistakes in building which could have been cor- 
rected in the specifications without adding to the cost. 
At one end is the entrance and teachers’ desk ; the other 
end is a blind wall. In the center of the school room 
Is a cannon or burnside coal stove, whose pipe runs 
straight up into the base of a brick chimney which is 
built up from cleats or a plank which rest: upon the 
joists. 

More than half of all district 
result from such chimneys. The wood in the bottom 
of the chimney is protected from fire only by some 
mortar being splashed upon it. 
under the brick is much better than wood, but a chim- 


school house fires 


Iron straps or a stone 


ney supported by the joists can in no way be made 
even reasonably safe. The weight springs the joists 
and the chimney in settling is likely to open joints 
between the bricks so that sparks may escape into the 
attic. 

In nearly all rural school houses there is no ready 
means of access to the attic in case of fire, the water 
supply is eight quarts less than what the children have 
school “took up” and it is sometimes five 
minutes’ walk to the nearest well or brook. So, the 
school house burns and the directors contract for an- 
other just like it. 

Putting the chimney in the blind end wall where it 
should be solid, and corbelling it out at the square 
cost less in brick and labor. 

Another advantage of the end placed chimney is 


used since 


(Continued from page 92.) 
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The Corbin Ball Bearing Pin-Tumbler Cylinder Lock 


THE MOST EFFECTIVE HOME GUARD 


SOLD BY THE BEST HARDWARE DEALERS IN ANY CITY 
MADE BY 


P. & F. CORBIN 


Lhe American Hardware Corporation, Successor 
NEW BRITAIN, CONN. 
NEW YORK CHICAGO PHILADELPHIA 
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What Should Be Done for School 
House Safety? 


(Continued from page 90.) 

this: the stove pipe being carried from the center to 
the end of the room, you get more heat from the same 
amount of coal, and it is given off where it is needed. 
Scientists have shown that a sheet-iron drum the size 
of a stove pipe placed directly over it will radiate as 
much heat as the stove. The pipe running along the 
ceiling is an elongated drum. This arrangement would 
save about one-fifth of the coal bill. 


In the centrally located chimney the sparks go 
quickly out upon the roof, white hot. With an end 
chimney they are cooled by a long journey and would 
fall clear of the roof half the time. 

When a fire is built in a school house stove and the 
builder is away while the room warms up, the build- 
ing may burn from sparks in the attic, from kindling 
or coal box placed too near the stove or from inade- 
quately protected floor. Zinc under the stove should 
extend two feet beyond its base. Zinc is safer than 
brick. 

Some fire losses depend upon the fact that coal 
packed on a fire, to keep it over night, will swell one- 
third, and if the stove is too full the coals will fall 
out of the open door. 

A school house should have a slate roof because it 
lessens fire dangers and because a shingle roof is 


TURN 6 to 
PAASCHE 


uL ] Paint Machine 
of the Age 

A Gilt Edge Investment 
Offering Big Returns 


[naccessible Places Easily Reached 


Used Extensively for 


INTERIOR PAINTING, DECORATING, 
FINISHING, CALCIMINING, ETC. 


Paint — Varnish — Enamel 
and Stain 


The New Paasche Way 


Enables you to fill your Contracts on 
Time with BETTER WORK. 


Quickest and Surest Road to Success 


WHEN WRITING 
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INTO 1 with the 


PAINTING OUTFIT 


PORTABLE PAINTING OUTFIT 
Complete with Gas Engine or El pete e 
Extra for 6-foot Extension Hand 
Extra for Water-Oil Separator ...... 


Z ¿Z G 
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the first thing to need repair in any school house. 

A school room stove should be large enough to warm 
it without being made red hot. When iron is heated 
to redness carbon monoxide, a most poisonous gas, 
produced in the burning of coal, is a common cause 
of headache, languar and debility in school children 
in winter. 

Kerosene lamps for illuminating during an evening 
entertainment, if fixed, are fairly safe, but hand lamps 
which may be carried in, are dangerous. Candles 
have gone with the log school house and the spelling 
bee. 

Of 2,915 school house losses in the United States 
in 26 years, 6074 per cent were from heaters and 35 
per cent from incendiarism. 

State laws incarcerate every child for a fixed num- 
ber of hours during eight years. An alarm of fire 
in their prison throws them into panic in which they 
will jam the doors and be crushed or burned to death 
or be injured or killed by jumping from windows 
unless they are carefully trained for such an emer- 
gency. During this period they should be given talks 
by their teachers on the care they should exercise to 
prevent fire loss, and they should be taught the first 
things to do in case of a conflagration. One child has 
been known to save the life of another child by having 
presence of mind to throw a rug about the body of the 

(Continued to page 94.) 


4. DAYS WORK 
PORTABLE 


Speedy Process Eliminates Scaffolding 


The Contractor uses IT, because: 
“IT” Saves Him Big Money in un- 
necessary Labor. 

The Sub-Contractor uses it be- 
cause "IT"' enables him to do the work 


himself within the TIME LIMIT. 
PAINTERS, CONTRACTORS 


everywhere use it because: 


“IT” produces unmatchable work 
in the shortest possible time with 


GREATEST ECONOMY ! 


Chicago 


Write Today for Circular No. 13 


1219 WASHINGTON BLVD. 


ADVERTISERS PLEASE MENTION THE AMERICAN BUILDER 


AMERICAN BUILDER 
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V NCBI 3 ay pi hl 


VOR Me: V ey 


A complete explanation of these advantages and econ- 
omies as applied to your own problems or plans will 
be gladly mailed to you — ADDRESS— 
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a 


eron, System 
Portable Painting Equipment 


enables you to SPRAY-PAINT wood, stucco or brick houses 
of any style of construction, both outside and in, at an average 


saving of four-fifths the labor cost. 


One Aeron operator easily does the work of five hand brushers, and ap- 
plies a more thorough and uniform coating on all surfaces. There is no 
skimping—no dripping nor other wastes. The extension pole, which fits 
regular Aeron, saves scaffolding when painting walls and like surfaces 
of ordinary heights. Considerable tyme and labor is also saved in simple 
operation and easy portability of the outfit. 

There is practically the same advantage in speed, facility and economy 
on the small job of painting as on the large. There is always a certainty of 
best results, as the Aeron System is sold on a strictly guaranteed basis. 


The DeVilbiss Mfg. Co., 1276 Dorr St., Toledo, Ohio 


` 


PAYS FOR ITSELF 


Study This Cost Problem 


The old way. eight men at $3.00 per day............ $24.00 


The Davies' way, 12c per hour, eight hours 
The Davies saves you in one eight-hour day. 


Blown On? Yes! 


The Modern Way 


) This Paint Gun—Does It! 
.96 Painting cost reduced. Save 
labor of four men. 


Twelve twenty-four hour days more than pay for the com- 
plete outfit, and does twice the work of four men, without 
an engine. 


Always running—any kind of weather—day or night. It has 
independent connecting links between pump and engine. 
If links should break, it would not be necessary to get à new 
engine. 


The Davies Trench Pump is not an experiment, but has a 
record of proven ability and value by long practical jobs. 
Anyone can run it. When once started, it runs by itself. 
Costs only five cents per hour to operate. Equipped with 
three-horse power gasoline engine, with direct oil and water- 
proof magneto. Write for information about this money- 
saving trench pump. 


Davies Engineering Co. 


1465 Broadway, New York 
Sales Agents Wanted 
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Your Big Outside Painting 
Jobs handled easily, rapidly, 
and with profit. 

One surface handled as easily as 
any other. Very little scaffolding 
used. Operators' reach increased 
by 8 ft. One unskilled man does 
the work of 3 to 12 skilled 
painters. 

Our Catalog will tell you ALL. 
Write for it NOW--It is FREE! 
We are prepared to furnish com- 
plete gasoline engine or motor 
driven air compressor units. 


Spray Engineering Co., 
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91 Federal St. 


Boston, Mass. 
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Williamson Ai-Cast Furnace 
Thousands in succesefid use Overy where 


Big Industries 
Adopt these Furnaces 


Industrial cusin? Projects 


Most of the houses built by the big American manufacturers 
for industrial housing will be heated with warm air. 


WILLIAMSON 
WARM AIR FURNACES 
have been adopted and ar» being used for heating industrial 
lrousings by 
The General Electrice Company, 
The U. 8. Steel Corporation, 
The Du Pont Powder Company, 
The U. S. Government, 


becaus® their investigation proved them to be economical in fuel 
consumption, high in heatirg qualities and low in price. 


Furnace Pipe and Fittings 


For many years Favorite Furnace Pibe ard Fittings have been 


used in ever increasing quantities by leading contractors every- | 


where. 


A large and complete stock kept constantly on hand makes | 


possible the shipping of complete furnace installations—furnace, 
pipe, fittirgs, registers and all other necessary parts—without 
delay. 

Engineering Department 


As a part of the extensive Williamson factory sorvice for con- 
tractors a thoroughly equipped and competent engineering de- 
partment is maintained for the purpose of preparing detailed 
heating plans and estimates. 

Your plans and sketches will receive prompt and careful 
attention. 

Got your share of this enormous industrial business. 
for particulars about our co-operative selling plans. 


The Williamson Heater Co. 
217 West 5th Street Cincinnati, Ohio 


CONTRACTORS—Go after the pipeless furnace business with the Williamson 
Pipeless Furnace It will 5»on build « profitable business for you. 
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' 
1 MAIL COUPON TODAY 
- The Williamson Heater Co 
217 West 5th St., Cincinnati, Ohlo 
: Gentlemen: 
' send particulars about your Special Contractors Industrial Heating 
a Proposition and tell me how to get my share of this business 
' 
B Name 
a 
- x street 
L| 
L| Town 
J am interested in your pipeless Furnace Proposition 
8 am not 3 $ 
, 
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What Should be Done for School 
, House Safety 
(Contin ʻe? from pice 92.) 
one on fire. Fires of this kind are occurring daily 
somewhere, because from time immemorial children 
have been left in their homes temporarily by their par- 
ents with the expectation that they will be careful and 
that one will protect the other. What a fine thing for 
them to know what to do in time of danger and to 
have learned it from their teacher or a talk by a 
visiting fireman. Teachers should give a half-hour 
talk each week on fire prevention, making liberal use 
of the excellent school texts. 
T 
Homes for All 


66 HE matter of housing the big army of em- 
ployes at the numerous government plants is 
going to be solved,” remarked H. O. Jones, construc- 
tion engineer of New York. “There is material for 
building houses im almost every community, and it 
is not a question of stvle of construction, but the most 
available. In one of the big plants in Ohio all sorts 
of houses have been built—írom brick, stone, wood, 
concrete and even iron—and all are not only com- 
modious, but comfortable and durable. Modern engi- 
neering has enabled builders to construct houses more 
rapidly and better than thev could a decade ago. 

“It is possible now to put up a house or 500 houses 
in a few weeks, and these structures will last as long 
as buildings that required months to erect. Many oí 
the employes in the government plants and large con- 
tracting works are buving their homes, and after the 


war there will be a larger private ownership in this 
country than was ever known." 
ef. 


Company Proposing to Build not Liable 
on Contract with Architects 


The Appellate Division of the New York State Supreme 
Court has recently handed down an important decision in 
a case brought by a firm of architects against a manufac- 
turing corporation proposing to build a new plant, holding 
that the company is not liable on a contract for the prepara- 
tion of plans for a building if the agreement was not author- 
ized by the Board of Directors. 

The architects asked for payment of a sum of $700 for 
services in designing and preparing plans for the proposed 
plant, which was estimated to cost about $125,000. The 
manufacturing company defended the suit on the ground 
that its President had made the contract without any authority, 
that the capital of the corporation was only $10,000 and that 
further funds for the erection of the plant, particularly to 
the extent of $125,000 as estimated, were not available, while 
the land upon which it was proposed to build the structure 
did not belong to the company. 

In sustaining this defense and rendering a decision for 
the manufacturing company, the Supreme Court says that 
such a contract was not within the scope of the President's 
general authority, particularly if the proposed building would 
involve an expenditure largely in excess of the capitaliza- 
tion of the company, and that the architects were bound to 
take notice of the limitation of the President's authority in 
this respect. L. R. W. ALLISoN. 
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Industrial Housing 
—demands the 


MODERN WAY FURNACE | 


Jahant Pipeless Furnace 
Burns Every Kind of Fuel 
Ë. 


For the heating of the home 
or building of open construc- 


The Jahant Furnace 
with its Down Draft 
construction burns oxy- 
gen from the aír, giving 
perfect combustion, sav- 
1⁄4 to 1⁄4 on the coal bill. 


tion the Jahant Pipeless 
Furnace has proven to be the 
best. Because of its scien- 
tifie construction the Jahant 
Furnace will save from $20 to 
$30 on the average coal bill. 


Built for Service 


:Jahant Furnaces are built to 
give the best service possible to 
be had and they will last a life- 
time. Our Engineering Depart- 
ment will give their advice 
absolutely free in regard to any 
heating problem involving the 
Jahant Furnace. They will 
make drawings and plans and 
advise whether or not the pipe- 
less furnace is suitable for your 
use. We have been manufac- 
turing and selling Jahant Fur- 
naces for 35 years and have never 
had one returned. The service 
we have rendered to others we 
can also give to you. 


Contractors and 


Builders 


BECAUSE:- 


It is adaptable to 
any locality. It 
burns Hard or Soft 
Coal, Coke or Wood. 
Simple to install. 
Safe to operate, and 
gives guaranteed 
satisfaction. Convince 
yourself by investiga- 
tion. One of the oldest 
Pipeless Furnaces on 
the market. 

The Modern Way 
Pipeless Warm Air Fur- 
nace Heats, Ventilates, 
and Satisfies. Especially 
adaptable to your In- 
dustrial Housing jobs. 
Ask about our special 
proposition to Con- 
tractors and Builders? 


Now is the time! 
Write today! 


The Modern Way Furnace Co. 


Fort Wayne, Ind. 


Jahant Furnaces give universal 
satisfaction—once sold they stay sold. We guarantee each 
Jahant Furnace. We pay the freight when shipping. It will 
be well worth your time to investigate our proposition — it's a 
money maker for you. Write today for catalog and Literature. 


The Jahant Foundry and Heating Co. 
107 Jahant Bldg., Akron, Ohio 


THE UNITED STATES FUEL ADMINISTRATION 


has notified us that consumers of anthracite coal will be allowed not 
more than two-thirds of their usual supply for next winter's use; coke 
is practically all preserved for Government uses; the Eastern smoke- 
less soft coals will not be shipped west of Ohio, and all consumers 
must make up the deficiency with soft coal from nearby mines. 


There are many types of furnaces, boilers, stoves, etc., which are 
HES S ; not adapted to using these varieus kinds of fuel and, therefore, the 
owners of such heaters cannot realize from some fuels, which they must 

S" use, the full heating value. 


FURNACE 


Every seam welded; absolutely 
gas and dust tight. Burns any 
fuel; saves all the heat. 

Moistens the air — circulates 
heat evenly — maintains health 
and comfort. 


Sold direct from 


maker to user — 
a few dollars down, a 
dollar or two weekly 


Free Booklet and Estimate 


on request 


Pipeless Furnaces 
Piped Furnaces 


Special terms to Contractors 


HESS WELDED STEEL FURNACES will burn any fuel, hard 
or soft coal, screenings, slack, lignite, wood, coke, ete., and will deliver 
the full heating value of such fuels. The heavy brick lining of the 
fire box, which retains the heat, insures proper combustion of the 
gases usually wasted with fire boxes of cast iron; the welding of all 
seams in the Hess Furnaces insures against leakage of gas, smoke and 
dust. The absence of smoke flues and obstructions inside of the fur- 
nace prevents the accumulation of soot, which would check the draft 
and insulate the heating surfaces, thus preventing radiation. The 
extensive grate area under the fire provides a plentiful supply of fresh 
air for combustion and makes the care of the furnace simple and easy, 
with any fuel. 


Consider these things when you buy a heater, for if you are not 
prepared for burning such fuel as you may be able to get, you may face 
discomfort and inconvenience later on. Ask for our free booklet. 


Hess Warming & Ventilating Co. 
1220 Tacoma Building, Chicago, III. 
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Financing the New Home 


A HOMEBUILDER TELLS HOW THE BUILDING AND LOAN PROPOSITION 


to the home builder as well as councilor on roof 

lines and front door design. For building is a 
money transaction of a considerable size, and it is 
seldom that some sort of "easy payments" or other 
financing scheme does not have to be put into opera- 
tion before the deal is closed. 

Not long ago I had the following personal experience 
narrated, and will pass it along to others for the help 
I am sure it will be to them: 

“We had been married eight years," began the home 
builder, “and had about $1,200 in the bank, and get- 
ting 3 per cent for it. I can't tell you how many times 
in those eight years we sent for plans and pictures of 
houses, and looked up the locations in which we would 
like to build. I was making about $25.00 a week, surely 
not a great deal. 

“I got to telling the savings bank cashier about my 
hopes, and about one particularly fine opportunity I 
had to get a home. An investment company had been 
formed in our city and was selling land and building 
houses on the installment plan. We had seen a plan 
of one house which we particularly wished to buy, but 
the man at the savings bank persuaded me that it was 
best not to. You see, I had hoped the savings bank 
people would take a mortgage on it, to help me along a 


" HE architect often has to be financial advisor 


WORKS OUT IN PRACTICE 


bit, but I found out that the houses were not con- 
sidered good security, from the way they were put up, 
and the easy payments were really not so easy, but 
meant that I was asked to pay about 8 per cent interest. 

" A short time afterwards we picked out just the kind 
of place we wished to live in. Our kind of church was 
near by, and a school also, and most of the men who 
worked alongside of me were already living there. My 
wife, too, knew their wives, and that means a great 
deal, I can tell you. We found out the cost of the lot 
would be $1,200. 

"In talking about this with the man at the savings 
bank, he told me it seemed good. Then he had it 
looked up for me, and found that a well-known institu- 
tion guaranteed the title of the lot, and that the taxes 
had been paid, something worth watching out for when 
you buy a lot, I tell you. Well, we decided to buy 
the lot, and pay $1,200 down, but blessed if I knew 
just how we would go about building a house. Didn't 
know where the money could come from. 

“My wife got to telling some of our future neigh- 
bors about what we did, and that night when I got 
home she had some news for me. It was simply this: 
Half the houses on all sides of our lot had been built 
thru a building and loan association, in which these 

(Continued to page 98.) 


The Intention Is Missed 


if the homes in any housing operation are without such a needed detail as 
Humphrey Hot Water Service. 


in every home. 


owner. 


Our organization covers 
the country 


It must be procurable at all times. 
and Quickly and Cheaply. 


Hot Water Must Be Used 


Easily 


Humphrey instantaneous and automatic gas water heaters 
fill the need to perfection. 
needs — the cottage for the laborer and the mansion of the 


There are types and sizes for all 


Explain your needs and secure our 


recommendations of what best meets tt 


HUMPHREY COMPANY 


Div. of Ruud Mfg. Co. 


KALAMAZOO, MICHIGAN, U. S. A. 
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MAJESTIC 
Duplex Heating System 


is an improved gravity system of warm air heating, which 
insures a uniform temperature, warm floors, pure air and 
economy of coal. 
The Majestic Duplex Register draws the cold air down 
into the furnace, where it is heated and purified—then the full 
MAJESTIC volume of warm humidified air is forced 


through the register into the rooms, where 
DUP LEX REGISTER the heat is evenly distributed. 
A radical departure from the old, unsanitary 


and inefficient floor or wall register and is one of Write for Catalog 


m greatest improvements ever made in warm air 
eating. P 
The large spacious front of the register permits . Write at once for our catalog that de- 
the warm air to flow freely with the least possible scribes fully the Majes- 


friction and with full volume. The cold air is H 
drawn from the floors jhrough the sides of the tic D uplex Sy stem of 


register. This feature entirely overcomes cold, warm air heating, tells 
draughty floors. or overheated ceilings— maintains s 
even temperature and consequently saves coal. the advantages of this 


Currents of pure warm air constantly circulate š : 
through the rooms, insuring healthful air. system m residences, 
stores, schools, etc. 


FITS ANY FURNACE 


The Majestic Duplex Register can easily be 


fitted to any furnace—pipe or pipeless—and will Th ° ° 

furnish more heat with much less coal than any M t 

other register. e ajes IC 
It has an attractive appearance—is solidly made € 

of steel and hardwood, upho.stered in Craftsman ompany 

Leather to harmonize with interior furnishings—a 


handsome piece of furniture used either as a seat 2 
or a base far bookcases, etc. It is also frequently 800 Erie Street 


built into colonades. Can be placed any where— 
in any part of a room. HUNTINGTON, IND. 


Iz li | 50% Less Fuel Producing 100% More Heat 
ie 


Guaranteed by Bond 


The Only Furnace that Insures Clean Air 
Big Money for You 


Meets Abnormal 
Costs of Material 
and Labor 


Simple to Install 
Easy to Operate 


We Want Good, * 
Active Men to ; 


BOVEE’S PIPELESS FURNACES Represent Us. 


Central Heating and Regular Pipe Furnaces Write today for our special 
Bovee's Pipeless Furnaces four sizes. One Register. Cool agen roposition 
basement. Easy to install. Very economical of fuel and very | gency prop 
durable. Sa ae ee eae s s m 
Bovee’s Central Heating System Furnaces "M " 


Six sizes. One large warm air register. Other registers can 
be added if found necessary. Separate cold air ducts Aids in | MAIL TODAY - 
circulation of heat and re mo ves cold air from warm air registers | è 
Ordinary rugs can be used. Standard Heater Co. ' 
Regular Pipe Furnaces furnished where registers are desired in 438 W. Ontarie St., Chicege f 
each room. Send pencil sketch of building for estimate. | 
Send me your Special Agency i 
[| 
J 
L| 
[] 


Horizontal Furnaces for 4-ft. wood or coal with double doors 
16x16-in. or 17x21-in. furnished with Proposition to Contractors. 
Central Heating or Regular Piping 


Buy from Manufacturers and Save All Commission, one- STANDARD HEATER CO. 


third the cost of your Heating Plant. 438 West Ontario Street 


FREE CATALOGUE 
BOVEE FURNACE WORKS, 50 W. 8th St., Waterloo, lowa H CHICAGO, ILL. 
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Every Buyer a Booster 


Us Financing the New Home 
(Continued from pag 96.) 
people were members. It was just made up of people 


Mil 


ull 


= 3 in our town, whom we nearly all knew, and I found 

E ^VERY home owner to whom you 3 | that Jim Forbes, the manager of the office at the plant, 

sell a Mueller Pipeless Furnace E happened to be the secretary. He told me that they 

` = would have a meeting a week from that Wednesday, 

will help to spread through your com- š . d for desde or sab dull ace tea alt (4 Be 

munity the news of its economy and 3 "i : pine “is tcn e Š sec = á lat cou % 

efficiency. Every job you sell is sure £ done. He was anxious to help. However, I thought 

"io bora: That's because the 3 I would have the man at the savings bank tell me 

Mueller Pipeless Furnace always = sir this new proposition again. He gave it his O. K. 

mulas good. 3 Now, the wife and I had hgured out that a house 

3| which some friends of ours had built for around $3,200 

ELLER 3 would just about suit us, both as to style and price, and 

UA IPELES2 va s when I talked to Forbes of the building and loan 

FU RNAC - association he told me that if I were to put a house 

Z like that on my $1,200 lot, making a total figure of 

It is advantages like these that. make a $4,400 in all, the association would let me have up to 

the Mueller the most desirable Pipeless - $3,500 if | wanted it, but he advised against drawing 

Furnace for the builder and dealer to 3 | any more money than actually was required. So we 
sell and install. Besides its splendid E compromised at the $3,200. 

record of service and satisfaction, you g "Forbes then told me: ‘You will pay $32.00 a month 

have as selling factors the prestige to the association. This will be for interest, principal 


and 60 years reputation of the L. J. 
Mueller Furnace Co. and you are 
enthusiastically backed up in your 
selling work by the result-producing 
Mueller advertising campaign. 


You Make a 
Good Profit 


and everything else. You will have to pay a small 


lI 


premium on your loan when you get it, so that your 
first month's payment will run as high as $60.00.' 
“This looked pretty stiff, and I feel sure we could 


not have made a go of it, but my wife's brother, John, 


— 
THINN 


was making his home with us, and paying us $15.00 a 
month. I know this doesn't seem much, but he was 


3 | very handy about the lace, always fixing up this and 
on Every Sale -© ` 3 pe di rior ae 

= | that, and the work he did was easily worth $15.00 to 
Mail the coupon now S | anybody. j 
and secure complete = pee ' ; ° : H 
details of our attrac- Ë [That night, after we had talked it over and secured i 
tive proposition to = - Ç Ë Z + N 
builders and dealers. = | John's promise to see us thru, by coming to live with | 

L.J. MUELLER S us at the new home, when we had it built, I decided 

FURNACE CO S | to have Forbes propose me as a member of the asso- 

Mpeg" & ciation. | undertook to take out sixteen shares of 
Heating Systems Ë | their stock, par value $200 each, and which we would il 
r Sae g Š | undertake to begin to pav for immediately at the rate h 
sin dieu m S | of $32.00 a month. This would give the $3,200, and I i 
Milwaukee, Wis. Ë | was surprised to find that we didn't have to have it | 
= , n Í 
VIQR: all in the bank when we began to build. f! 
: "Well, tive months later the house was finished, and I 
Mail this it was examined by the association and appraised at | 

C about $4,500. I was instructed by Forbes that I 

oupon could get this money I wanted at the next meeting 

Now of the association, as there wasn't a great deal of 

g 

building going on, and there would be few borrowers. 

S “At the next meeting, then, I got the $3,200 by bid- 

= L. J. MUELLER FURNACE CO. =" ding, as they called it, one-half of one per cent pre- 


Í 
[ 


218 Reed Street, 


E Milwaukee, Wis., U. S. A = mium. That meant that I paid a premium of $16.00, 
= Gentlemen: Bi. . 2 2 e E jean EE e - T 
3 Without obligating me in any way, please send me full Š and the S3,200 was mine, to be paid back, including in 
= details of your proposition to builders and dealers. S | terest, at 6 per cent, at the rate of $32.00 a month. 
hy Oe Na CAN SECURA Sp ARP uo hib Sas OTs | Ë You understand, oí course, that these monthly pay- 
SARTE T R d s LU SS Š | ments were not really a paying off of the loan, but were | 
TF ; S | the continuous installment payments for the sixteen 4 
yg ETE oe eer ET EATER NE TAE LIT = $N ed ; i 
MULUS (Continued to page 100 
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Father of Them All 


We have thousands in use. Sizes, styles and prices 
to suit all. $50,00and up. 

Made for the building where a furnace is needed, 
but where the cost has been prohibited. 


The GREAT BELL PIPELESS FURNACE will 
heat any one or two-story building in the most 
efficient manner with the least effort and the lowest 
relative cost. While Cost is secondary to Service 
in this furnace, our methods of production and 
sales have reduced the cost so low that no builder 
can afford to overlook our proposition. 


And we guarantee our furnaces to be and do all we 
claim for them in both catalog and correspondence 


Write for our catalogs, describing the various 
styles, prices and specifications of the Great Bell 
Furnaces. 


American Bell & Foundry Co. 


27 Cody Street, Northville, Mich. 


How about it? 
Are you going to see that your neighbors P IP ELESS FUR NACE 


and customers have their new Canton the great coal saver, it is a money maker for 


Coal Window this year? the contractor and jobber. Stove heated houses are 
all prospects for sales because of the big fuel economy. 


Profit to YOU Easily installed by any good mechanic in a 


day. Here is a chance to build a good business with 
It means an added profit to you this year and liberal profits. Big commission and exclusive terri- 


leads to extra jobs around the house. tory. Write for bulletin. 


Canton Sidewalk Doors and Coal Chutes add to 


h f building. Burgl f 59 W. Lake St. 
icr src ig eer er, Pina ccce HERO FURNACE CO. °" was 


in place either when open or closed. 


Ask Us About Our Proposition to 
Contractors. Write for Catalog B-8. 


Instead OF Ov erhaulind Old Hot- 
Air Plants It Is Wiser To Install A New 


Howe, 
Ed 


FOR OLD 
OR NEW 
HOUSES 


Canton Foundry & Machine Co. 


Canton, Ohio 


Easiest for Contractors to 

handle. Good profits and 

sure to please your clients. We 
assume risk. Most economical, 
durable, easiest to manage system. 

Steel Boiler sold aloneif complete system 
not required. Write for Big Free Book. 


ANDREWS HEATING COMP, 
ISQOHEATING BLDG.. MINNEAPOLIS-MINN 
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Financing the New Home 
Continued from page 98 
shares of stock in the association. Just how long it 
would take for me to do this, Forbes couldn't say, as 


if the profits on the sixteen shares of stock I had in the 
tion were large, it would take probably ten years 


associa 


or les igainst twelve or fourteen years if the profits 
weren't so great. The idea was that whenever my 


with the accumulated 
the stock would be fully 


' LÀ 
month \ ivments 


| together 
ar iounted to $3,200, 
canceled, and we 


profits, 
paid, the loan would be would own 
the house free and clear. 

“It seems harder telling about it this way than it 1s. 
X lot of times I've wondered if it was worth while. 
We've had to scrape a little. Haven't been able to get 
all we wanted to, either, sometimes, in the way of this 
and that, but things are picking up. Last year, for 
lived off our little garden in fine shape, 
and altho John volunteered and is now with the army, 
he built little to that steam 
heated in winter, and which brings in about $15.00 a 


month, and did a lot of things about the house which 


instance, we 


a garage one side, is 


have added to its value." 


The Houston office of the H. W. Johns-Manville Company 
will be located at 424-426 Washington Avenue, Houston, 
Texas, on and after July 1, 1918. 


CONTRACTORS —BUILDERS — CARPENTERS 


DO 


YOUR 
OWN 


PLUMBING-HEATING 


Our New Easy Way —Buy From Us at Low Cost 


Every builder and contractor needs Our Free 
Handy Man Book. Shows new home improve- 
ments and everything in guaranteed plumbing 
and heating supplies exclusively at wholesale 
prices Any handy man can install with our 
free, easy inst alling plans and instructions. 

Cut to Fit Heating Plants 
Our 40 years’ experience enables us 
to furnish heating plants, Cut-to- 
Fit; bath room outfts, ete., with 
new original installing features, à 
combining quality, economy, sim- ^ 
plicity and ease of installation 
Our $500,000 organization is behind 
our guarantee. Write today, for 
ree book 


THE HARDIN-LAVIN CO. Chicago 
40 years à1 4332-42 Cottage Grove Ave. 


BUILDER [July, 1918 


Winter Quarters for Bees 


The accompanying photograph illustrates the plan 
of a Chicago man to afford his apiary a warm and 
substantial overcoat. 

Inside of the structure are six ordinary bee hives, 
each containing a very live and active colony of honey 
bees. The hives stand in a row on a bench. Around 
and over the hives an outer house is built in sections 
and screwed together. It is placed over the hives late 
in the fall and is taken off with the coming of warm 
days of spring. 

There are six openings in the side of the overhouse, 

( Continued to n ge 102.) 


Building Contractors 


Make money 
out of water! 


Not by magic—but in the modern 


way, selling house customers on 
the home sanitation and conven- 
lence of a 

- 
w rawa 


Hydro Pneumatie No. 2010, 
Capacity 570 gals. per hour. 


WATER SUPPLY SYSTEM 


Your plumber does the work when the 
house goes up—-you both make an extra The Deming Company 
99 Depot St., Salem, O. 


profit and the owner gets a more modern, 
ivable home. Send for full information 
Hand and Power Pumps for all uses‘ 


on this plan. 


| =: 


WILL SEL 


(7 


PART CASH, . 


9 one 


~ ED. H, WITTE 


My f: 
the 


DOWN 
“How to Judge Engines" 


FREE My new book explains what 
p should know about engines 
oubuy one. Fillout Coupon, — 


Eng 


On Practically Your Own Terms 


Al pd worthy, creditable person, anywhere 
L CASH, n the U. S. can buy on these terms. Any- 


Stationary, Portable or Saw Rig. 


L YOU AN ENGINE B 


can order without risk. I guarantee 


o safe delivery to your station. All WITTE 
rNO CASH Engines sold on 5-year guarantee,2to30h- -p. 


actory is thelargest exclusive engine factory in 
world, selling direct to the user, any style— 
I Ship Your 
ine Quick. You choose engine and plan of 
payment. WITTE Engines are best-looking, best 
balanced, easy to operate. Money Back 
If Not Satisfied on My New 90 
Day Engine Offer—FREE. 
—ED. H. WITTE, Pres. 
WITTE ENGINE WORKS 


1776 de Oakland Avenue 


City, M 
Gy: Te Empire Bide. 


Meil to Witte Batine Worke 
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f Bigger Business | 


Every successful contractor and builder knows that 
the secret of bigger business lies in absolute satisfac- 
tion for every customer. But you can never give that 
satisfaction unless every part of your work can give 
perfect service, day in and day out. 


When you install systems of running water be sure 
that you specify E 


| KEWANEE 
i» WATER SUPPLY SYSTEMS 


E Then you can be sure that your customers will have i ¿ 
1 systems that will never fail to give the service that 
means more business for you. For more than 20 years 
Kewanee Water Supply Systems have been giving 
universal satisfaction to thousands of users in every , 
part of the country. d 


Electric Light 
Kewanee Electric Light- 
ing Plants make all the 


d Sewage Disposal 
4 
i comforts of electricity 

| 

É 


Kewanee Sewage Dis- 
posal Systems bring 
health and comfort to 
every country building. i 


withle ry > 28 : 
possible for everyone. 2 All waste is taken care of 


k different sizes furnish ip the most sanitary way. 
light and power for every Simple to install and 

f purpose. operate. 

Ë Write for bulletins on Water Supply. Electric Light 


and Sewage Disposal Systems. 


' Kewanee Private Utilities Co. 


Formerly Kewanee Water Supply Co.) j 
424 S. Franklin Street Kewanee, Ill. " 


THE AUTOMATIC COAL CHUTE 


Will Answer Every Requirement 


Opens Automatically 
Closes Automatically 
Locks Automatically 
Fool Proof 
Order one from your 
dealer or direct from 


Agents Wanted 


THE WESTERN IRON & FOUNDRY CO. 
Wichita, Kansas 


Famous Chief Cellar Windows Will 
Not Stick, Warp or Rot 


The solution of the cellar window €—Tr modern, 20th lag and 
Cellar Window made right for service. Made of steel-window, an 
ai No "ez shrinking or swelling. Fits MEE: all the tim uü- 

ne oot easy to open and close, leak- p or LY not rust. 
Nothing about it to wear out. Fitted with special, inside steel latch—can- 
not be opened from outside except by 
breaking the glass. Glass held in 
without putty — can be rep 
minute's time. 


Chief Cellar Windows will 
Diease your customers. Cost 


or left un Give more 
service and better ser- 
vice. Write for com- 


"a 
SHRAUGER &=— 
JOHNSON 
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Holland Furnaces 
Make Warm Friends 


mm 


À Contractor is a Good 
Judge of a Furnace 


He knows the furnace is really the “heart of the 
home;" and he knows that if a man is absolutely 
pleased with his furnace he naturally is better 
satisfied with everything else that was done in 
the building or remodeling oí his house. 


Carpenters recommend the Holland Furnace be- 
cause they not only know the advanced principles 
of its design and the dependability cf its con- 
struction; but they know that the Holland 


Guarantee and the Holland Five Year Service Bond pos- 
itively insures heating satisfaction to every owner. 


The HOLLAND Leads in Sales 
In 125 Cities Where Now Introduced 


The reasons are very plain to the man who knows. The 
Holland is built to burn scientifically—the cone grate 
breaks up clinkers and compels the fuel to roll to wall of 
fire pot. Air is mixed with the gas—the fuel burns from 
the sides and over the top in the only natural way to 
compel 100% of heat radiation. Al] gases and soot are 
burned. No internal explosions or “puffing.” The Hol- 
| land is clean, healthy,—efficient. 


High test cast iron construction, with the fact that all 
castings are evenly heated prevent warping or burning 
out, and have given the Holland a certified reputation 
as repair-proof. The Holland fire-pot absolutely outlasts 
any other, 


Contractors —DBuilders— Carpenters 


Pass the word along. Write for our special proposition 
to you. We will also send you our free catalog, free 
heating plans and full information. Let us get better ac- 
quainted to our mutual advantage. Write today. 


HOLLAND FURNACE CO., Holland, Mich. 


World's Largest Installers of Furnaces 
Holland, Mich.,—2 Factories—Cedar Rapids, lowa 


Ask Any Lucky Owner 
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Winter Quarters for Bees 
(Continued from page 100.) 
and it will be noticed that each opening is sheltered so 
that no honey maker may get its feet wet if it ven- 
tures out in inclement weather. 

This is the idea of George Theodore Halla, whose 
home is in one of the finest apartment house sections 
of the north side. His apiary is fairly surrounded 
on three sides by this class of city homes, and in such 
a place he takes care of twelve colonies in two of 
the outer houses described. 

here are many new ideas in wintering bees in 
Chicago, because the bees have wonderfully multi- 
phed in the residence districts within. the last few 
years J. L. GRAFF. 
T 
How to Determine the Correct Belt and 


Pulley Sizes to Use 
By W. F. Schaphorst 
It is not so difficult to select belts and pullevs as is 
generally supposed. They can usually be selected 
intelligently by observing these simple directions: 
1—Determine the pulley ratio from the speeds of 
the shafts. 
2— Nssume various diameters for the small pulley 
from minimum to maximum as in Figs. 1 and Il. 
3—Compute the width of the belt from the old rule 
of thumb, “a single-ply belt 1 inch wide running 800 


For 


In Figs. I and II the ratio is 1 to 2. 


feet per minute will transmit one horsepower." 


Cabinet Style No. 95 
Standard Style No.90 


They cannot loosen in the 
handle in use or abuse. 
You have our 
guarantee. 


AMERICAN BUILDER 


"YANKEE 


PLAIN RIGID DRIVERS 


blades make them suitable for all 
classes of work. Your dealer can supply you. 


NORTH BROS. MFG. CO. 


[July, 1918 


double-ply belt it becomes “500” instead of “800.” 
4—Figure the cost of large pulley, plus cost of small 
pulley, plus cost of belt for every combination, and 
compare the totals. 
5—Select the combination that costs least money, 
provided the smallest pullev is large enough to pull 
without slipping. 


300 PPM. cost of A+B+C»? 
FIG. f. 


+D 


500 * p.m. cost of DAE«F-? 
FIG.2 
A Narrow Belt Over Large Pulleys May Be 


Cheaper Than a Wide Belt Over Small 
Pulleys. 


1000 T. p.m. 


Pullevs should be at least 1 inch wider than the belt 
thev are to carry. 

sy the above method You will. frequently find that 
large pulleys and a narrow belt, as shown in Fig. I, 
will cost much less than small pulleys and a wide belt, 
as shown in Fig. IT. 

Large pulleys are usually to be preferred because 
there is less danger of slip at the higher speeds and 
the initial tension on the belt needn't be so great. 


They are as Durable 
as the high-grade steel 
that composesthem, and 

will render faithful service 
for generations. The comfort- 
able handle and various lengths of 


ta Let us send you a “Yankee” Tool Book 


PHILADELPHIA, PA. 
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SUNN A 


Ë 


Make New Business 


From Old Business 


The Mark of Quality 
in Plumbing 


In remodeling Homes, 


Schools, Business Houses, 
or Factories and for new build- 
ings, insure Plumbing satisfaction 
by using Wolff products, the standard 


NATE AC of Plumbing value for over 62 years. 


L. Wolff Manufacturing Company 


General Offices and Storerooms, 111 North Dearborn Street CHICAGO 


esi 


MANUAL Mrz 


; B Lightning Rods 


CARPENTERS — BUILDERS 


“GO OVER THE TOP" WITH 


BARNETT SYSTEM 
Guaranteed Lightning Protection 


Why let the big extra profit go to the other man after you have 
done the hard work erecting the buildings? This easy profit ke- 
longs to you. ou are the logical man right on the job to instali this pro- 
tection on every building you erect. e owner’s confidence in you will 
make it easy to secure this additional work and profit on the same job. 
Why not meke $50.00 to $75.00 per week extra ? 


Cheapest Insurance Known 


uts profit in your pock — y — 

Back guarantee with ea ° Ag 

quendesde of our Carpenter agents r s 

egan in a sma o ga . ut 

big business. Secure the agency w a” = P e 
2 . Write today for free Catalog, Gase G  |—— Y V. 
` Cable Samples, and Prices: — —— 

` . —— 
Taken from Actual Photograph JOS. Rn A. BARNETT & CO., Cedar Rapids, lowa — 


—  . MM — — y 


Oak Floors "America's Best Flooring" HEAVY DUI y NTELE KING 
Always attracts a better class of buyers or tenants 


pace aa the selling and renting values. Che STRENGTH of BRICK and the DRYNESS of TILE are 
Oak Floors are made in H inch and 34 Inch thicknesses and in combined in Vigo Ameri- 
four grades. 3⁄4 inch is used very extensively and economically can Heavy Duty Inter- 
over old pine floors in remodeling old houses. p locking Tile to make a 
Carpenters and buliders «during dull periods find 3⁄4 inch Oak BETTER wall than solid 
Flooring a very profitable side line . : 

and business getter to lay over old brick and at two-thirds 
pine floors in old houses. nch the cost. 

Oak Flooring is very beautiful, 
durable and economical. The 
modern woman wants Oak 
n a —ÓÓ— ee 
cleaning an ousekeeping besides 
being the ideal fleer for the home. ucts. Send for our literature. 


WRITE FOR FOLDERS VIGO -AMERICAN 
OAK FLOORING MFRS. ASS'N. CLAY COMPANY 
Union Trust Bidg., Cincinnati, 0. 7th and Obie Sts., TERRE HAUTE, IND. 


l 


We also manufacture Fire- 
proofing, Building. Arch, Par- 
tition and Drain Tile, Hollow 
Brick and other shale prod- 
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The Effect of Soldiers’ and Sailors’ Civil Rights 


Act on Business 


among business men as to the Soldiers' and Sailors' 

Civil Rights Act, which is the law passed by Congress 
to prevent the bringing of suits and actions against men in 
the army and navy, in any way which would make their 
absence a detriment to them. This is already affecting large 
numbers of business houses, and with the millions more men 
certain to be under arms in the next few months, this law is 
destined to be of great importance. "That it is really impor- 
tant already may be seen from the fact that one of my clients, 
a wholesaler, encountered it five times in one week in trying 
to collect delinquent accounts. 

This law 1s in force for the period of the war, and to quote 
from its own terms, it is for this purpose: "Protection is 
hereby extended to persons in military service of the United 
States, in order to prevent prejudice or injury to their civil 
rights during their term of service, and to enable them to 
devote their entire energy to the military needs of the nation, 
and to this end the following provisions are made for the 
temporary suspension of legal proceedings and transactions 
which may prejudice the civil rights of persons in such serv- 
ice during the continuance of the present war." 

In a nutshell, the act puts creditors where they cannot take 
snap judgment against a man who owes them an account, if 
the army or navy. This is so in the case of 
any business transaction, including transactions where fix- 
tures and such things are bought on installments. The justice 
of the law is not debatable, but creditors are going to find it 
a good deal of a nuisance, no doubt. 

This law applies to every court in the United States, even 


R een appears to be but little accurate information 


that man is in 


handle any requirement. 


ble details 


Door Hangers and Tracks 
Garage Door Hardware 
Spring Hinges 

Rolling Ladders 


New York Boston 


justices of the peace, aldermen or magistrates' courts. Its pro- 
visions, so far as they are germane to this article, I briefly 
summarize as follows: 

If you sue a defendant to recover an account, or for any 
other purpose, and he doesn't appear, you could ordinarily 
get judgment by default. Now, before you can do that, you 
must file an affidavit either that he is not in the military serv- 
ice, or that you don't know whether he is or not. If he is in 
the military service, you can't get judgment without the 
court's permission, and permission may not be granted. It 
will not be granted in any event until the court has first 
appointed an attorney to represent the defendant and has, if 
thought necessary, made you put up a bond to reimburse the 
absent defendant from any damages he may suffer from your 
judgment, if you are granted leave to take judgment and the 
judgment is set aside after he comes home. 

If it wasn't for this provision a creditor could have started 
his suit against a man in the army or navy, served the paper 
at the debtor's home and in time gotten judgment by default 
and levied on anything he could find belonging to him. 

If any judgment is rendered against any man in military 
service, and it appears that he was prevented or hindered in 
making his defense by his absence on military service, the 
judgment can be opened any time up to nincty days after he 
leaves the service, and he will then be allowed to make his 
defense, provided he can show he has one. 

This means that no judgment will be safe against anybody 
in the military service, up to a date ninety days aíter he 
leaves, until he has come into court and defended at the time. 

(Continued to page 106.) 


A Big Surprise Awaits You 


EREHE —5end for large, costly, most comprehensive 
and elaborate catalog of its kind ever issued. 
Vitally important to Architects, Contractors, Carpenters, 
Builders and Dealers, showing correct, up-to-the-minute 
methods of doorway construction and proper hardware to 
Profusely illustrated; also valua- 
request it TODAY. When building, submit 
your plans or an outline of your needs to us. Our Engineer- 
ing Service is at your disposal. No obligations whatever. 


Catalog No. 85 


ALLITH-PROUTY COMPANY 


Hardware Manufacturers 


DANVILLE, ILLINOIS, U. S. A. 


Philadelphia 


Fire Door Hardware 
Overhead Carriers 
Light Hardware 
Hardware Specialties 


Los Angeles San Francisco 
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Barn Plan Service 
and Barn Plan Book 


Cost You Nothing 


If carpenters and builders will 
write us their names and ad- 
dresses, we will send, postpaid, one of ! 
the most valuable books ever written $ 
on barn building. 


“LOUDEN BARN PLANS” | 


is a real barn bulidi encyclopedia— 
—not s catalog. Shows how to build the 
kind of barns which al! up-to-date farmers 
now demand. Gives 7 4illustrations of barns 
and other farm bulldings; also illustrations 
showing details of construction; chapters on 
drainage, ventilation, concrete work and many other 
subjects pertaining to modern barn building. 
This book is worth real money to you. Write for it 
to-day—no charge—no obligation. 

Our Barn Building Experts are at your service for helpful 
suggestions and blue prints in which your ideas are worked out ES 
._ tothe best advantage. No charge. 

` You should have also the Louden General Cata- § 
log showing the fullline of Louden Modern Steel S 
Barn Equipment, without which no barn is 
complete. Postpald on request. 
Write us the names of prospective barn 
bullders and we will help you get thebusl- EE 
ness. but you should have the Louden / 


books anyway. Write for them today. 


The Louden Machinery Company 


(Established 1867) 
Fairfield, lowa 


5520 Court St., 


NT ra EC 
Ko 


Rp CON ERO TUNE cr MP oe vA SEDES 
Mss ltd dba o: dio tu. ac ms h e 3 


Comfort Indoor Closet 
ODORLESS SANITARY GERM-PROOF 


Every home without sewerage, plumbing or running water 
needs one. Anyone can install in any room. Placed in any 
room in house 10.000 in use 
U. S. HEALTH BUREAU APPROVES 

Says: “Chemical Closet complies with requirements.” 
Abolish fly-breeding closet. Germ-life killed by chemicals. 
State Boards of Health endorse it. 10,000 in use. 

Agents Wanted. Exclusive territory Catalog FREE. 


COMFORT CHEMICAL CLOSET CO., 307 Factories Bldg, Toledo, Ohio 


Agents $60 Weekly 


Robinson Folding Bath Tub. Big ix 
Costs little, no plumbing. little water, Weight 
15 pounds, folds into small roll. Full length 
baths, far better than tin tubs. Guaranteed 
10 years. $10 a day easily made. 

Write for free tub offer. 


ROBINSON CABINET MFG. CO., 4850 Factories Bldg, Toledo, Ohio 


|In every summer 
Pe build 


» Every building —home, cottage, store or office— 
that has no sewer connection needs this modern 
sanitary indoor closet. Absolutely odorless. 
Act as our agent—this fixture sells easily to your 
customers—good Profit. Hundreds of carpenters repre- 
sent us. We also distribute through builders the 


Ro-San Washstand 
Provides Running Water, Hot or Cold, Without 
Plumbing. Every housewife wants one. Convenient, 
sanitary. Sells readily with little effort. Carry this 
work along with your regular business. Ask for terms 
to agents. ‘‘We are prepaired to ship promptly any 
quantity of closets, No waiting." 


Rowe Sanitary Mfg. Co., 


Absolutely 


Odorless 907 Sixth St., 


Detroit, Mich. 
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Attractive Proposition 


for 


Carpenter-Contractors 


on the 
National Giant Inside 
Bucket Elevator 
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The Best and Most Sensible 
Inside Outfit Ever Made 


Carpenter-Contractors drop us a postal, please, and we'll 
be glad to tell you how to make big extra profits by recom- 
mending and installing our National Giant Bucket Elevators 
in your crib jobs. 

The "National Giant" has more desirable features for you to base 
your recommendation upon and more sensible features for the 
FARMER than can be found on any other make of inside grain elevator. 
Why? Because on cribs 30x32 ft. or less, with half-pitch roof, it is not 
necessary to have a cupola. Saves the farmer money. When cupola is 
necessary, we can save the farmer from $15 to $30 with the National 
Giant. Ask us why, please. We also save the farmer the cost of 
digging a pit, and on the length of elevator required. 

Elevator is equipped with No. 77 chain. Buckets hold a peck. Does 
not shell corn, because teeder empties directly into mouth of bucket 
Short distance delivery means lightest draft. Has no overhead gear- 
ing. Other features just as sensible. 


Get Full Details of Proposition 
to Carpenter-Contractors 


Ours is a good proposition for you and the farmer. It will 
tolook into it. It will bring in more business, greater profits 
One satisfied customer will bring you many more crib jobs. 


Wonderful New Book 


and Crib FREE 


Plans 


We have just issued a wonderful 
new elevator catalog, containing pictures 
and description of every type of elevator. 
Don't miss getting this catalog—also new 
Crib Plans—just out. Write and we'll 
quote you a very attractive price for 1918 
and send you name of dealer nearest you, 
who will be pleased to co-operate with 
you if you so desire. Write us today. 
Satisfactory credit terms may be ar- 
ranged. Get details. 


Portable Elevator Mfg. Co., 


ay you 
or you. 


854 East Grove St. 
BLOOMINGTON, ILL. 
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ger 
Profits 


For Barn . 


Builders 


Ligh. "M 
"IO 


ACK your building skill with the scien- 

tifie knowledge of our barn experts. 
“The James Way" Book gives the 
practical, helpful suggestions for better barns 


and barn equipment. 
best location. 
ventilation 
buildings. 


and best 


It advises as to the 


Basing its advice on drainage. 


distanee from other 


Complete Dairy Barn Information 


From cover to cover “The 
James Way" is filled with the 
best, most modern dairy barn 
facts. Including blue print 
plans for complete barns, floors, 


Write for this 


Just send us the names of 
farmers who intend to build or 
remodel, »nd for how many 
cows. James reputation added 
to your skill will do more to 
increase your income. Dairy- 
men everywhere know the 


windows, ventilation, ete. 
Showing James Barn Equipment 
the equipment used by thou- 
sands of dairymen and installed 
by leading builders everywhere 


Book TODAY! 


name *James" to stand for tho 
best in barn equipment. Get 
in touch with us as quickly 
as possible. We have some 


barn information that will help | 


vou land jobs and beat compe- 
tition. Write us now. 


James Manufacturing Company 


EB75 Cane Street, Ft. Atkinson, Wis. 


Elmira, N. Y. 


WH 
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Effect of Soldiers' and Sailors Civil Rights 
Act on Business 
(Continued from page 104.) 

The court can stop proceedings against a person in military 
service, at any stage, provided it appears that his being 
engaged in military draft is hampering him in any way. This 
is left in the absolute discretion of the court. 

Suppose you have a running contract of some sort with a 
customer who is called in military service, and ordinarily, ii 
he broke it, you could collect damages, either damages speci- 
fied in the contract, or damages vou could show you had 
suffered. If the court stops vour proceeding, you cannot 
collect any damages Írom then on, even if the proceeding is 
suspended for five years. Also, if somebody who has entered 
into such a contract is compelled to default on it because he 
was called into service, vou cannot collect damages from him 
by reason of such default. ii the court thinks collecting dam- 
ages is unfair, as it probably will. 

It you have issued an attachment or have garnisheed the 
property or wages of a man in the service, the court can set 
the attachment aside. Ií vou can show the court that being 
in the service has no effect on the defendant's ability to pav. 
you may induce the court not to set the attachment aside, but 
in the average case this will not be easy. 

All the stays and stops referred to above can be made for 
the full period of the war and three months thereafter, the 
latter period being provided to allow the debtor to get on his 
feet again. 

'This law contains some special provisions regarding the in- 
stallment contracts by which so many fixtures and business 
appliances are sold nowadays. It is provided that no concern 
which has sold something on installments, or on the usual 
lease or property note, and has collected a deposit or install- 
ment on it can—if the buyer defaults on his payments—step 
in and either seize it or take legal proceedings against the 
Any seller who violates this provision can be fined 
In addition, the court can compel 


buyer. 
$1.000 or sent to prison. 
him to refund all installments which have been paid, or it 
may stay the whole case. Of course. ii it can be shown that 
the military service of the buyer is not interfering with the 
case in any way, the court may refuse to interfere, but I say 
again the courts are going to take the position that they must 
be very clearly shown before they deny persons in military 
service the protection given them by this act. 

Other provisions of this act, not important to the readers of 
this article, extend similar against foreclosing 
either real estate or chattel mortgages, or taking summary 
proceedings for unpaid rent, or cancelling life insurance poli- 


protection 


cies for non-payment of premiums, or selling real estate for 
non-payment of taxes. 
(Copyright, June, 1918, by Elton J. Buckley) 
+ 
All the Best Periodicals Do It 


To the Editor: Bridgeport, Conn. 
While enjoying every page of advertising and reading mat- 
ter from cover to cover, I am of the opinion that many read- 
ers other than myself would prefer an article to go thru 
from start to finish without jumping from page 25 to 132, 
134, 136 and 138, 27 to 144, and so on. Those interested in 
buying will look carefully thru the ads to find what they 
want, and those not requiring material at the moment will do 
so to keep posted on the latest. 
The 
Will 
| like your idea of blue- 
prints. like a "Builders" book." Would it not 
be possible to eliminate plans oí all "architects" who put bath- 


[here seems no need to mix reading and ad matter. 
AMERICAN BUILDER would also be less bulky to bind 
vou put this up to your readers? 
Looks more 


rooms and toilets over the entrance hall or living rooms ? 
Gro. MITCHELL 
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How a ventilator LOOKS is a secondary 
matter—how it VEN TILATES is the point 
to be considered. 

Yet you do not sacrifice EITHER Appearance or 
Efficiency when you install— 


“GLOBE” 


VENTILATORS 


“GLOBE” Ventilators are naturally the first choice 
of a great manv architects from the standpoint of 
APPEARANCE. 


Their simple lines harmonize so well with practically 
every style of architecture. And they operate efficiently 
in a 5-mile breeze—have an exhaust capacity equal to 
any, greater than many of this type-—will last as long as 
the building itself — nothing CA N got out of order no 
upkeep cost. Made with fire retarding damper if desired. 


For complete information, please address D.partment F 


GLOBE VENTILATOR COMPANY 


RESULTS THAT COUNT 


Profits ERER 44. 


wis digesa saq 
rip T6P (roof) Ventilators and 
TP ToP More Sun (hog house) 


Windows directly increase food pro- 
duction and insure greater profits for 
sellers and users. 

It is impossible to get these 
results without proper ventilation 
and sunlight. 

Dev lersend contracters should 
write today for our plan of co-oper- 
ation 


Your reputation and future orders depend 


Shi d upon the equipment you recommend. Dont 
ppe take a chance. Get the present and future 
Ready to profit by recommending and equipping the 
Install barns you build with 

AC O-K Cupolas 
Erect Every one you erect adds to your reputation 


They solve the barn ventilation problem and sell 

themselves. O-K Cupolas are ncat in appearance. 

Bird, storm, rust and rot proof. Made of heavy 

a aaa steel. Cost no more than the ordinary 
n 


Special Prices to Contractors and Builders 


where we are not represented 


| Write for full particulars of this and 
other money-making specialties 


Phillip Bernard Co. 
2400 Floyd Ave. Sioux City, Iowa 
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BETTER HOGS FOR THE FARMER 
.. BIGGER PROFITS FOR YOU 


GOVERNMENT REPORTS show that 
light rd good vertilation in well 
means better, healthier hogs. 


NO BETTER WAY can be employed to allow sunlight 
to shine into the building the greatest number of hours 
each day than by using 


WILLIS HOGHOUSE SKYLIGHTS 


They offer a reasonably priced 
well-m- de product for this use. 
Perfectly watertizht,without 
use of putty. Very easy to 

set in place. Made in 
several sizes and styles 

to care for every re- 
quirement. 


li Dossil l 
l uilt 


sun- 


hoghouses 


Write for prices 
ete.. which includ 

detail drawing of 
above hog-house 


Address Dept. B 


WILLIS MFG CO. 


GALESBURG, ILL. 
anufacturers of 


WILLIS VENTILATORS 


Sanitary Refrigerators 


are built in sizes and designs for every require- 
ment. Special sizes for unusual require- 
ments are built to order. 
Ask for Catalogue and Free Plan Service 


No. 51 for Hotel, Restaurants and Clubs 
No. 93 for R:sidences 


McCRAY REFRIGERATOR CO. 
860 LAKE STREET KENDALLVILLE, IND. 


per c ex scientifically 
designed ventilating cupola for all 
buildings. Up-to-date in design, ma- 
terial and construction, Used and approved 

on hundreds of farms. Made of heavily gal- 
vanized steel with base strongly braced. 
Can't rust, rot, or blow off. Absolutely storm- 
proof and bird's-nest proof. 


Easy to Install — Sure to 


Please Your Customers 


Chief Cupola saves time and labor installing— 
base bolts directly to roof and cupola bolts to 
the base. Only six bolts needed. Meeta all re- 
quirements—insures adequate ventilation— 
satisfies all users, Write for full descrip- 
tion, prices, etc. 


Shrauger & Johnson Co. 


430 Walnut Street, Atlantic, Iowa 
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Gambrel Roofing a Silo 

To the Editor: Ovid, Mich. 

I have been a reader of your paper for four years and 
like it splendid 

I see in the May issue M. C. Morrison, of Timewell, Ill., 
asks for information in regards to framing a gambrel roof 
fora silo. As I have done quite a little of this kind of work, 
would say that I cut plates from good timber, 2 inches thick 
to the circle of the silo top and fasten with anchor bolts 
every 2 or 3 feet; then frame roof the same as for a gambrel 
roof barn, using 8 pairs of raíters. I have never seen one 
give way, and rooís which I put on five or six years ago 


are still in good condition. E. S. DECKER. 


ejl 
Electricity for the Farm 


Continued from page 47.) 
back to their original form. 

Care must be taken to keep the plates covered with 
the electrolyte and to keep the battery fully charged. 
There is much more danger of their being under- 
charged than overcharged. In fact, the writer has 
never yet found them overcharged, but very often 
undercharged. We blame this to the fact that electric 
recording instruments are frequently not correct. They 
cannot be depended on to be correct any more than 
can a hundred-dollar watch, and they are generally 
incorrect on the wrong side; that is, showing to high 
a current. 
teries direct that they be given an overcharge fre- 


For this reason makers of storage bat- 


quently. | Undercharging causes more trouble than 
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any other one thing. The specific gravity must be 
watched carefully and should not rise higher than 
1.280, and should not be allowed to drop lower than 
1.250. Fig. 2 shows a glass cell fully assembled. The 
battery should never be discharged until the lights 
get dim. 

There are batteries made of steel cells, the Edison, 
in which the negative plate is made of iron and the 
positive plate of nickel oxide. The electrolyte is 
caustic potash dissolved in distilled water. It is much 
lighter than a lead battery, the plates do not become 
sulphated, and it 1s hard to injure it by over or under 
charging, and it can be left fully charged or dis- 
charged indefinitely without injury. A common say- 
ing of it is, "It takes an axe to injure them." 

Figure 3 shows the Edson steel cell. 


There are some so-called "Automatic Electric Sys- 
tems" on the market, and the writer advises anyone 
who buys such to be very careful that there is some 
way to overcharge the battery. Those which he has 
seen have no such method, and it is very important to 
give all batteries an occasional overcharge. Again 
there is much danger of overdischarging by cranking 
the engine with the battery. This is the greatest fault 
of these so-called automatic systems. However, with 
proper attention this may be avoided; without this 
care serious damage will result. 


(Continued to page 110.) 


Our Free Plans Will Help You— 


Don't figure on any erib or granary without consulting our Free 
Plans. They will show you how to get greatest capacity at 


TRADE MARK REGISTERED 


The most convenient and economical eleva- 
tors, carrying small grain as well as ear corn. 


The picture shows a 40-foot Crib. Cupola 
need not be as large as shown in pic- 
ture; the cribs 36 feet or less in length 
with half-pitch roofs require no cupola. 
Elevator is confined to one 

side of driveway. No pit is 

necessary for dumping grain, 

just a hole 16 inches deep in- 

to which boot of elevator is 

set. The wagon jack is 

entirely overhead, fasten- 

ed to the joints. 


But write in today for 
our free Crib and Granary 
plans, catalogs and large 
posters telling all about 
our outfits and their ap- 
plication Valuable in- 
formation for the builder, 
&nd writing for it obli- 
gates you in no way. 


Meadows MEE | 
Mfg. Co. EUN s nn 


Pontiac, Illinois 


least expense by installing Meadows Inside Stationary Cup Elevators. 
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(Disappearing Refrigerator 


Automatic Dumbwaiter 
Simply by pressing a push button 
on the floor—the refrigerator auto- 
matically comes up from the cellar. 
A marvelous invention. 

It saves carrying food to and from 
cellar. Finished inside with white 
enamel. Top lies flush with kitchen 
floor. You can walk over it. 

Assembled complete and ready to 
install. Price as low as $19.11 apiece. 

Carpenters Wanted As Agents 

Ask us about our proposition. Write for catalog 


YORK AUTOMATIC DUMBWAITER WORKS 
639-645 W. Market St., York, Pa. 


ELEVATORS 


Will reduce your handling ex- 
pense, and speed up your work. 


Our mechines are easily installed 
from our complete plans and in- 
structions whieh are sent with each 
elevator. 


The Reasonable Cost Will Interest You 


Write us today, stating require- 
mente, giving style of machine 
wanted, sise of platform and number 
of feet travel, and we wil! quote a 
money saving price on equipment 
to serve you well. 


SIDNEY ELEVATOR MFG. WORKS 
SIDNEY, OHIO 


DUMBWAITER 
COMPLETE $22.00 READY To INSTALL 


Includes al] necessary material, not knocked down—machine, ma- 
chine timbers, bolts, boxes, car, counterweight, ropes, guide ways. 
etc., all ready to set in hatchway and erection instructions. 

Length up to 20 feet. All materia] guaranteed. Money beck if not 
satisfactory. Write for further particulare. 


Highwood Dumbwaiter Co., Grand Ave., Leonia, N. J. 


KIMBALL 


es, 


We manufacture an improved line of Electric, 
Hand or Belt. Power Elevators, Dumbwaiters, 
= Hatch Gates, etc. Send for full information. 


KIMBALL BROS. CO 


1050 9th Street 
*? Council Bluffs, lowa 


HAND, BELT AND ELECTRIC 


ELEVATORS 


That will stand the wear and tear of years of service 
at a minimum cost of upkeep is our motto. 

Let us solve your elevating problems for you. 
DUMBWAITERS and SIDEWALK LIFTS 


J. P. SPEIDEL, READING, PA. 


» FALLING WINDOWS 
f SMASH!NG GLASS —* 
'OCKET FRAMES 
ASH WEIGHTS DEMAND 
RATTLING Automatic Sash Holders 


BiNDING 
CORDS with 


AUTOMATIC 
SASH HOLDERS 


and save labor, lumber and 
money. Send for trial set 
($1 prepaid) stating approximate 
weight of sash, or our circular 

Hardware Sales Co., Inc., 
52 Church St., New York. 
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Help at the Right Time! 


What more constant effort has the Contractor 
made than to provide his office with accurate 
data to help in his plans, when he needed 
help? 


You want all the information you can get on 
a subject—measurements, sizes, weights, types 
and prices —when you are estimating, not 
after you have estimated. And you want 
complete, accurate, authentic information. 


In a single volume Sedgwick gives you all the 
dumb waiter data you need—in a volume 
handy to file, handy to handle, profusely illus- 
trated, compactly compiled, clearly expressed. 


It is a book that represents twenty-five years 
of experience in the design, manufacture and 
installation of hand power dumb waiters. 


It describes all standard types, giving sizes, 
space requirements, details of construction 
and prices. Together with our Service Sheet, 
it forms the most complete and authentic re- 
presentation of the dumb waiter subject ever 
made available for the contractor's use. 


You should have this new, up-to-the-minute 
catalog without delay. We wil send it to you 
upon request. 

One other thing: If when you have this book, you 
find occasion to figure on a special outfit, not pictured 
or described, send your plans to us. In our store of 
blue prints we can usually locate an outfit and an in- 
stallation, which with some minor changes, covers just 
the type you are seeking. 


And this special service applies to any Contractor at 
any time, with no obligation attached. 


SEDGWICK MACHINE WORKS 
154 West 15th Street New York 


Hand Power Elevators and Dumb Waiters, Exclusively 
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Vig. 1 

c Í 148 ate sufficient power to run the dynamo, or even develop 

\s to the power needed, any good gasoline engine sufficient power to operate many farm machines. 
or other power generator 1s suitable to charge the There are water wheels made to utilize such streams, | 
batteries. There are many small streams on farms, which may be bought sufficiently low to pay to install | 
now running to waste, which could be made to gener- Continued to page 112 f 
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Panels 


The good builder makes a real gain by insisting 


that his wallboard shall have this trade-mark on the 'The material from which it 1s made, the fact | 


back of every panel. that the pulp is chemically cleansed and that 
Then he has a wallboard that can be relied upon, the wallboard the fibre lengths give the finished product that 
that stands up even under unusual conditions—the only wall- natural reinforcement that is lacking in ground 
board with the moisture-repellent Black Centre—the wallboard wood boards, is in itself a guarantee of the 


whose quality helps d workmanship in every step of the job. "ips w que : 
Pit quay belge aoa Watkin Sk bees ur d Theda superiority of Fiberlie from strong, permanent, 


If you don't know the Black Rock Dealer economieal and sanitary construction. 
nearest you, write us. 
BLACK ROCK WALLBOARD CO. 
1505 Ontario Place BLACK ROCK, N. Y. McAndrews & Forbes Company 


| 200 Fifth Avenue, New York City 
Factory: Camden, N. J. 
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"Ill stake my 
reputation on 


PIASTERCON 
WATEBOARD 


OU needn't dodge any questions at all in recc m- 

merding this h»avy, tough Wall-Board. Goes up 
easily and quickly. 

Once up, Plastergon's up to stay. 

Your work will stand as long as the building stards. 

Because sturdy Northern Spruce fibre, solidly united 
and chemically saturated makes Plastergon warp-prcof, 
water-proof, permanent, 

It's a pleasure to work with Plastergon Wall-Board — so 
stiff, firm, cuts so easy. Saves your customers more money, 
too. Plastergon is not merely sprayed it's saturated with 
sizing. All ready to paint. 

The Government knows the differencein wall boards. 9047 of 
Uncle Sam's new buildings at Washington are `` Plastergoned.'' 
Write for your free sample. Plas- 
tergon Panel and Builaer's Book 
Piastergon Wall-Board Company 
201-207 Philadeiphia Avenue Bu ffalo, N. Y. 

FIETEEEEEEELEEFEERTLETTEEEIEEEEEETEREEEEEEEEEELTEIEITIEIETETEEIEITTLIEITIETTTINTU 


DLLIIELETEETTETTILTTTIT ETE TTTEETTT TT EE TTTEETEETTTTLEFETTETEELETTETTETTETITITITTHTTTHHHH HITITI 
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It handles easily—saws clean and smooth. Won't warp, shrink, chip or crack. Adaptable to 
Keeps out heat, cold and moisture. 

That is the feature that makes Compo-Board superior to other 
wall boards and also instantly identifies the genuine. 
4 feet wide and in lengths of 1 to 18 feet, as desired. Write for interesting book and sample. 


The COMPO-BOARD CO,, 


any method of decoration. 
board with the wood core. 


Industrial Housing Conditions 


Homes 
but at the same time material must be conserved. 
space and material is to specify 


are reaching an acute stage in all industrial centers 
are needed 
One way to save 


The 
Bessler 
Movable 


Stairway Stairway Folded up in Ceiling 


the stairway that is always ready for use. but folds up into the 


ceiling when not needed Occupies no floor space in room 
below when not in use. 


The Bessler Movable Stairway Co. 
AKRON, OHIO 
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Why Divide 
Profits 
with the 


BUILDER 


ecommend 
Carey Wall- 
bcard, then 
apply it yourself 
or have your cheapest men apply it. Thus 
you save the plasterer's profit for yourself 
while your customer gets a better and more 
attractive job, all of which means future busi- 
ness for you. 


P, 


WAKL BOARD 


is a better wallboard. It is twice as strong as pulp 
boards, hence a more suitable building material. The 
plies are cemented together with asphalt, making it 
waterproof. You can buy it in attractive wood finishes 
in addition to plain gray and tan. 


You owe it to yourself to write tor 
free samples and full information. 


THE PHILIP CAREY COMPANY 


General Offices: 
1021 Wayne Ave., Lockland 


Cincinnati, Ohio 


Is Unequaled 


Compo-Board is the only wall 


Sold by dealers everywhere in strips 


3 ARES est ^ y. 


S777 L.yndale Ave. No. 
Minneapolis, Minn. 


Ko; 


Nearly Twice as Strong as 
Other Wall Boards! 


You ean apply a third more of Upson Board a day 
than of soft, punky boards. It works like wood: 
doesn't pull from the nalla. 
Better than Plaster 
for Walls and 
Ceilings 


No come-backs! 


The Mest Dependable Beard Made in America 
Upson Board ts made good to make good. Itis 
not like other Boards! It is stronger. harder. stif- 
fer— holds the record of not one complaint to 
everv 2,000,000 feet used. Write for all the facts. 
THE UPSON COMPAN Y Fibre Board Authorities 

56 Upson Point, Lockport, N. Y. 
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Continued from page 110 


It will pay anyone having running streams to investi- 


gate them. 


Fig. 4 shows a farm machinery 


lime engine, pump, electric gen- 


erator, washing machine, wring 
er, cream separator and churn all 
combined on the same sub-base. 


[his 
shaft 


system requires no line 
It is complete within it- 
self, machines are all in line and 
not liable to get out of 
line. 

Of course electricit 
can be used to drive anv 
machinery 


where 


power is 
needed 
The only 
thing to 
look out 
for is to 
get the 


generat 
ing set suf 
ficiently 


large to do 


Fig. 5. 


system 


easily. 
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gaso- 


the work. 


operate common machines and appliances. 
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Below is a table of the power required to 


Wires may be run to motors almost anywhere: 


CURRENT CONSUMPTION OF SMALL MOTORS 


Volts Amperes 
One-sixth. horsepower 22 6.3 
One-fourth horsepower 32 9.0 
One-half horsepower ................. 32 16.1 
One horsepower . ke aa 32 29.1 
CURRENT CONSUMPTION OF APPLIANCES 
Volts Amperes 
S-ineh fans .. eas nin wie 32 .625 
2-ineh fans ... 32 1.25 
3-pound flatiron 32 $ 
61!5-pound flatiron . 32 16. 
4-pound polishing iron... a 32 8 
Toaster TP 32 12.5 
Coffee percolator ihr 1⁄2 12.5 
Curling iron .... : ‘ ny ae 2.8 


2! 9 
Ern 


Watts 
110 
288 
515 
932 


Watts 
20 

40 

250 


525 


oW 
400 
400 

90 


Wherever there is need for plaster, 


there is use for EXCELSIOR WIRE LATH 


Irrespective of the size or nature of the building, Excelsior Wire Lath can be used economically, profitably and 
The illustration shows one of the most ornate as well as most magnificent private dwellings ever erected. 
It is noteworthy that Excelsior Wire Lath was selected as the plaster support. 
requirements and is now supporting almost priceless treasures which adorn these walls. 


Architects specify Excelsior Wire Lath because it permits them to plan buildings to suit their own as well as 
their clients’ desires without - of v handicapped on account of the plaster base. 


It has met fully, all the exacting 


It can be cut to fit all 
shaped openings, and can be formed around 
pillars, girders, etc. 


Excelsior Wire Lath isa woven fabric of cold- 
drawn steel wires, of extraordinary tensile 
strength. In comparison with its area, there is a 
relatively small amount of metal carrying the 
plaster. Has an even selvage which permits easy 
handling and tying. Readily attached to either 
iron or wood furring or direct to brick or stone- 
work. Can be used inside or out. When properly 
put up, the plaster will key through to the back, 
completely imbedding the lath which prevents 
disintegration and rust. Three styles, plain, 
japanned and galvanized. 


Write for booklet F giving information 
of value to architects and builders. 


WRIGHT WIRE CEL, Worcester, Mass. 
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NYONNE CON-SER-TE 


CLOTH 


BAYONNE 
Roof and Deck Cloth 


I AYONNE Ís specified by leading archi- 
tects because it has proved to be the 
ideal covering for low-pitch or flat roofs, 
verandas, sleeping porches, sun parlors, 
conservatories and all floors exposed to the 
weather or to constant wear 
The Chas. DeJong Building Company, of Pater- 
son, N.J.. writes: “We have been using Bayonne 
for the last four years, and recommend it most 
highly, asit has proved satisfactory in every in- 
stance.'* 
Bayonne outwears other materials of its kind, is 
laid on dry boards (an easy and inexpensive job), 
and is painted afterwards—any color desired. It 
18 absolutely water-proof, cannot crack or buckle, 


Ñ ROOF AnD DECK 


This Is Your Opportunity To 
Make Extra Profits 


Use roofing material that gives service and 

satisfaction, that costs less than most 

others, is easy and inexpensive to lay, and 
| that makes a neat and durable surface. 


On Repair Jobs or New Buildings 


your estimates will be much lower, your 
profits bigger if you use 


CON-SER-TEX CANVAS ROOFING 


It is a canvas roofing chemically treated to 
protect the fiber from mildew. and the detri- 
mental action of the oil in paint. It's water- 


proof, weather-proof, wear-proof. 


INVESTIGATE — samples showing widths, 
weight, prices and complete details sent 
upon request. 


Wm. L. Barrell & Co. 


8 Thomas St., New York City 


Branch Offices 
Chicago Distributor: Geo. B. Carpen- 
ter, 430-40 Wells St 
California Distributors: Waterhouse 
& Price Co, Los Angeles; The 
Pacific Building Materials Co., San 
Francisco 


and fita perfectly into nooks and corners. It 
is kept clean by sluicing with water. A Bayonne 
Roof or Deck never leaks. 


Our Free Sample Book '"N^' shows 
texture and gives prices and directions 
Jor laying. Write for tt today. 


JOHN BOYLE & CO., Inc. 
112-114 Duane Street, 70-72 Reade Street, New York City 
St. Louis Branch —202-204 Market Street 


Rex Diamond Strip Shingles 


An interesting comparison with standard individual asphalt shingles 


First: A saving of at least 50% in labor Fifth: 425 less chances of leaks per square. 

Second: A saving of 38% in nails. Sixth: Exposed area on Diamond Strips 

Third A saving of 35% in freight. is 16 inches to the shingle. while 

Fourth: The head lap is the same as with on individual shingles it is 32 square 
individual shingles, namely 4% inches — this means half the pos- 
inches. sibility of blowing up 


Send for circular and prices 


The Flintkote Company 


90 Pearl St. Boston, Moss. 
New York Chicago New Orleans 


REMODELING! 
Keep busy! Make money! 

By overcoating old wood and 

j , brick buildings with Krag- 
AMERICAN MAGNESIA PRODUCTS "vs sione Stucco! 


'T 1 [e Easy! Economical! 


The convenience and lightness of wood. 
All the protection of Asphalt. 

Easy to lay—low in cost. 

Perfectly tight—do not leak. 
WINTHROP 


TOF EKEH 


ASPHALT SHINGLES 
The Only Kind Tapered Like Wood | 
Thick at the butt—thin at pe top. 


weather. Easy to ar. like wood 


Practical! Patriotic! 

Kragstone Stucco makes 
buildings fireproof check- 
proof and crack-proof. 390 
stronger than cement stucco. 
Beautiful! Permanent! 

New Book! Tells all 

about Kragstone! How 

builders can use it prof- 

itably. Write! 


American Magnesia 
Products Co. 
3N. LaSalle St., Chicago 


Beckman- Dawson Roofing Co. | | 
Asphalt Shingles -:-: Factory, Argo, IL | | 
1413 Y.* M. C. A. Bldg. Chicago, lll. 
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AMERICAN 


Built 
of 
NUVOGUE 


REG U$ PAT OFF 


FACE BRICK 


N oPaint- No Repairs || 


‘Artfashioned” Brick should be used on vour HW dustrial 
Housing Jobs. No Painting! No Repairs! Absolutely 
Permanent. Ju sy to use as frame 

NUM Artfashioned Brick'' is made in many 
beautiful colors Y variety of textures for bungalow or 
mansior 


Yourlx 


st as ¢ 


l]dealh rs ould carry *Nuvogue Artfashioned 
Brick”’ if not — tell us. Write fer inform ition. 


Manufacturers of **Artfashioned Brick” 


Boone Brick Tile & Paving Co. 
Sales Offices all through the Middle West. Boone, lowa 


Industrial Homes 
Quickly Built 


Denison Load Bearing Tile only requires three 
operations in building. 


FIBRST-—HKreet yeur tile. This is quickly done as cach 
tile is 4 briek courses hizh and 12 inches long. 
SECON D—Apply stucco for outside finish. 


Plaster directly onto the tile without lathing 
for the inside finish. 
Denison Load Bearing Tile 
cheaper than solid brick construction. It 
will last for generations. Will not rot, shrink, 
warp, nor decay. No repairs! No painting! 
ou S Send for Prices and 
Yg | Further Ir nfo mation 


! MASON CITY 
BRICK & TILE CO. 


ndi 900 Eighth St. 
MASON CITY, IOWA 


THIRD 


on? 


<°) 


is 


Patent July 31, 1917 
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Lumber Music 


HE music of the lumber yard beats song turned 
out by any bard. Oh, I might take my old tin 


lvre, and warble like a house afire, until its rusty 
strings were strained, and nothing by it would be 
gained. 


But where the lumber chorus swells, Prosperity, the 
We hear the 
swing, we hear his handsaw purr and sing, and that’s 
the 

While industry keeps up its gait, we all may have our 


goddess dwells. workman’s hammer 


sanest sort of sound that anyone can hear around. 
smiles on straight, altho the 


Teuton and the Hun may 


strive for places in the sun; we shall not want for 
anything while handsaws hum and hammers ring. 


With 


local lumber yard the cheerful music dies away; 


when in the 
then 
We'll know the 
thev have no heart to mend 


fear the view we may regard, 


will our skies seem dark and grav. 
people's hopes are killed ; 
and build; they do not think it worth their while to 
build a house in modern stvle, or put up sheds to house 
the 


ber music 


swine, or stables for the lowing kine. When lum- 


sounds no more, our souls will all be sick 
and sore, 

But now the music's sounding loud, encouraging the 
busy crowd. We'll can the Teuton royal nibs by build- 
ing granaries and cribs. 

I wish old Kaiser Bill might come and hear the busy 
handsaws hum, and see us building everywhere, instead 
of howling in despair. In his own bleak and hungry 
land the 


thev build are swords, and they don't make ’em out of 


lumber music all is canned; the only things 


boards. If he could see us building cribs he’d rend his 
tuckers and his bibbs, and crv, “Mein Gott! I’m feeling 
These fellows never can be whipped!” 


hipped! 


The lumber music soars along, the country’s sweet- 


st, finest song, and we may be serene and gay, until 
that music dies away.—Walt Mason in "Curtis 
Service.” 

ote 


Housing Standards Revised to Permit 
Vitrified Tile Drains 

industrial housing, the De- 
have been revised to permit the 
The 
“House 


Standards for formulated by 


jóartment of Labor, use of 
I 


vitrified clay pipe for house drains. present wording 
of the first clause of paragraph 4 is, drains, under 
the house and 5 feet outside the house to be of extra heavy 
cast iron.  Vitrified clay 
used where ordinance permits." 

The revision of the standard in this important particular 
followed a demonstration in Washington that the joint ques- 
tion in vitrified house drains has been solved by the develop- 
ment of the poured joint. The Department of Labor also 
gave weight to the argument that metal ought 
to be conserved for war purposes and vitrified house drains 
permitted wherever there was no conflict with local authority. 
The fact that many of the larger cities of the Middle West 
have always permitted vitrified house drains, and that the 
list of such municipalities is growing, makes the change. an 
important one from the standpoint of plans for pending 
house contracts, to say nothing of the exemplary effect upon 
the building and architectural field at large. 


pipe with proper joints may be 


considerable 
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Go Carefully Into the Comparative Cost 
of Sheldon's Slates and Artificial Roofings 


? You will find that you can have an attractive roof of 


SHELDON'S SLATES 


at the cost of a flimsy artificial roof. And the first cost will be 


the only cost—there will be no renewing, repairing or repainting. 


Ash for Interesting Booklet The Roof of Eternal 
Youth" Fully Describing Sheldon's Slates. 


4 Roofers: You can make money laying Sheldon's Slates. Write. 


F. C. Sheldon 'Slate Company 


Granville, N. Y. 


Dry Foundations! 


are assured by having the walls treat- 
ed with 


x 


DAMP-PROGFING COMPOUND 


f3. Applied with a brush direct to 
| - a ^ " foundation walls, concrete con- 
| & ° struction, masonry, or stucco 
2 surfaces. Percoproop forms an 
unbroken elastic surface, fills 
every crack and pore and pre- 
L vents moisture from penetrating. 


í 
J 


| rag 
m Ë J 


Unlike ordinary waterproofing 
, materials, Percoproof contains no 
I y oil and requires no thinning. It 
; comes ready for use and is equally 
í satisfactory in all climates and 
R seasons. 


i a 
F 1 THE PHILIP CAREY CO. 
136 Wayne Ave., Lockland, Cincinnati, O. 


Á 


J 
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From Quarry To You 
with the greatest speed and safety. Use G F. T. 
Roofing slate. Firstcostthelastcost No risks. 
Nature'sown roofing, It i3 not an exper im ent 
Fire, storms, snow. rust, ete., cannot damage Gen- 
uine Franklin Tunnel roofing. Write for e: atalog. 


SLATINGTON SLATE CO., SLATINGTON, PA. 


MANUFACTURERS OF ROOFING 


"SLATES- QUALITY 


MOTTLED GREEN ^^ PURPLE - WEATHERING GREEN 

UNFADING GREEN-MAMMOTH VEIN POULTNEY SEA GREEN 

GENUINE BANGOR” OUR CELEBRATED BANGOR UNION QUARRY 
BLACKBOARDS--STRUCTURAL SLATE 
SLATER' S TOOLS-MACHINES & SUPPLIES 


We furnish SLATES oF QUALITY in random widths, graduated thick 
nesses and in one or varied colors. SEE SWEET 'S5 CATALOGUE. 


THEAULD z CONGER CO. 


ESTABLISHED 


We publish a handy book; 
"THE SLATE ROOFER' - 


1870. 


CLEVELAND, D. 


SLATE IS THE BEST 
ROOFING IN THE 
WORLD 


It hes earned its honor mark and is held 
in high esteem by thousands of satisfied 
users. Knowing this, don't you think 
it wise to tie up for your needs with a 
concern that is in a position to give you 
the very best of service? You get just 
what you order, and when you order it, 
when you use “Vendor” Service. We 
still have open territory. Write for our 
proposition. : : : 


[he United States Government recognizes = 
the superiorilu of the "Vendor" service. = 
zl They want quick atone. ana » ME E 
ES too. : E 


E " 
H lv! VENDOR SLATE CO j 


O R A T | 
Largest Shippers of Roof ng Slate in the World Ë 


BANGOR, "PENNSYLVANIA 
IE 
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Need for Black Walnut Census Urgent 
I N connection with the black walnut census which 
President Wilson has asked the Boy Scouts of 
America to undertake, Henry S. Graves, the Chief of 
the United States Forest Service, has written a letter 
to the Boy Scouts explaining why the need for the 
work is urgent. 


“The tremendous forest resources of the United 


States," Colonel Graves states in the letter, “will 
undoubtedly be a very important factor in the winning 
of the war for the allies. One of the most essential 
timbers for war purposes, as the President points out, 
is the black walnut. With the exception of mahogany, 
which has to be imported and thus burdens the ship- 
ping facilities of the country, no other wood is so 
well adapted for airplane propellers. 

"Since four or five propellers are required for each 
airplane and since black walnut is scarce and only the 
best grade can be utilized for this purpose, it is im- 
portant for the government to know immediately the 
location of all available supplies. Walnut is also the 
chief wood used for gunstocks. 

“T believe that the Boy Scouts are performing a most 
valuable patriotic service in undertaking this work. 
Let me urge you to impress upon the farmers of the 
country the importance of properly conserving their 
forests and especially propagating such valuable species 
as the black walnut, which has appropriately been 
called the Liberty Tree." 


it is not! 
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Heating Cost Cut 20% 


CONTRACTORS!— BUILDERS! 


What are you doing to help your clients meet the coming shortage 
of coal this season? 

Will it be possible for your patrons to add to the living comfort 
of their home and use less coal at the same time? 


By installing SHOGREN METAL WEATHERSTRIPS on 
every building you can guarantee a saving of 20 per cent on the fuel 
bill of each of your clients! 

YOU WILL REAP A HANDSOME PROFIT DURING THE 
SEASON installing SHOGREN METAL WEATHERSTRIPS. 


THEY PAY FOR THEMSELVES 


In two years! time after installing SHOGREN METAL WEATHER- 
STRIPS each of your clients will have saved enough on their fuel bill alone to 
more than pay for the original cost. 
as long as your building. 

Installing them damages no woodwork. 
serve to prevent any rattle of windows. 


SHOGREN METAL WEATHERSTRIPS 


slile both sides of the sash the full height of the frame. 
only with “SHOGREN.” d A 1 is 
Thousands of contractors are making big profits installing SHOGREN 


METAL WEATHERSTRIPS. 
our proposition to YOU. 


Shogren Metal Weatherstrip Co. 
706-8 Townsend St., 


[July, 1918 


Logical Methods in Architectual Drafting 
(Continued from page 44.) 

Draw living porch, entrance and rear porches, show- 
ing only main outlines. Leave minor details, such as 
position and width or diameter of porch columns and 
rails, until elevations are drawn. 

Draw fireplace, chimneys and smoke flues, their 
sizes depending upon both the interior and exterior 
design. 

Locate and draw all built-in equipment, such as 
bookcases, cabinets, buffets, cupboards, etc., also 
kitchen fixtures, the sink, range, icebox and cup- 
boards. 

Indicate the lights and the radiators or registers. 

Dimension plan fully. This should not be done, 
however, until plans and elevations are complete in 
pencil. 

In frame buildings outside dimensions should be 
taken from corners to the center of openings. For 
masonry construction from the corners to the edge 
of openings. Detail and over-all dimensions should 
always check accurately. 

Inside dimensions are grouped or are kept in 
straight lines. They are taken either to the center 
or the edge of partitions. Avoid repetitions. All 
dimensions should be placed so they may be read 
from left to right or top to bottom of sheet (Fig. 4). 

Letter all rooms uniformly, making notes of ma- 

(Continued to page 118.) 


We Have Proved This 


Impossible? No 


YES! They are permanent and will last 
y I 


They are weatherproof and 


This feature found 


AN OFFER UNEQUALED. Ask us about 


Write for catalog 


Chicago, Ill. 
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x gun 466 No- SAG”: 


Is stamped on edge of each door 


= 
= 
~J 


RK 
LS 


This is an assurance to 
you of the 


Better Screen Door 


The metal brace placed 
in the No-Sag Door makes 
it rigid and of great. trength 
—one that stands the test 
of continued use. 


Distinctive Homes — Delighted Customers 


Both old and new houses, schools and other buildings 
may be equipped with Whitney windows, ending all 
casement troubles, rattling, sticking, slamming sash— 
with added business and profit to you. 


WHI ITNE Makes Homes 


WINDOW HARDWARE More Liveable 


We sell only the patented hardware. which may be used with 
any style sash. lt gives full control of ventilation, an unob- 
structed view when open and stormproof when closed. 


If your dealer does not 
carry this good screen door, 
ask fo catalog and prices. 
We have several desirable 
styles. 


A P — i 


` 
. 


Sole Manufacturers 


Cadillac Lumber Co. 


CADILLAC, MICH. 


Write for the information our service department can give 
you on remodeling work and suggestions for adapting Whitney 
windows to any unusual requirements. Our Sales Depart- 
ment will help you close contracts 


Whitney Window Corporation 
1420 East Franklin Ave. Minneapolis, Minn. 


PLLLLELTTELLETEETELELELETETE 
SOTO 


Screen, Weatherstrip Men, 
Contractors, Carpenters, Etc. 


Protect Your 


barns and buildings from weather and vermin. Line your grain 
bins or wagon boxes with 


METALLIC BATTEN STRIPS 


They allow for expansion and contraction of siding 5, 6,7, 8, 9 and 10 
foot lengths—interlocking joints. Easily cut; no waste. Nailed’ directly to 
siding. Write for free sample 


Metallic Batten Company 


Owensville, Indiana 


EE 


End View Showing Batten Open.— Pat. 


Write now for our agency proposition for the 
most complete line of Order-Made 


Window and Door 


SCREENS 


onthe market. We have some good territory still open. 
Our agents are supplied with a complete outfit of sam- 
ples, models. etc. We give exclusive agencies to those 
who make good. This is a splendid opportunity to add 
considerable to your income. No regular agencies 
established in towns of less than 10.000. Write now. 


Address 


STANDARD SCREEN COMPANY 


1850-58 Hastings St. Chicago, Ill. 


Wind-Proof —Rain-Proof —Rot-Proof 


Neat Corners Made Quickly Chief Galvanized Iron Barn Bats 


KEES Metal Building Corners 


will enable even inexpe rienced workmen to 
make perfect “mitred” corners quickly. 
Pierced ready for nailing, they save beveling 
expense, fit any corner and are qaos in- 


Make your buildings em 
tight. Chief Galvanised $A% 
Steel Strips fill the cracke 
between boards and make 


end view of Chief 
visible when painted. Made of heavy galvan- strong, neat, weather-proof Batten fotnt closed. 
B ized iron, they form a neat, indestructible and joints. Keep out vermin. o ded. Note 
weatherproof corner. Oannot rot, warp or split like CE batten ip 


^ wooden batten. Always fit. 
Kees Metallic Batten Strips 

will make your buildings rain, rot and vermin- 

M proof. They allow for contraction of siding, 

wil never warp and make snug, permanent 

and weather-tight joints. 


> = 


terlocking jointe. Write for ZF; 
full information. Shows end view 
ee the joint 


SHRAUGER & JOHNSON #34 1 
430 Walnat St. :-: Atlantic, Ia. pandon and contraction. 


Write for Prices and Free Samples 


F. D. KEES MFG. COMPANY 
BEATRICE, NEBR. Box 552 


a 
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NEW OLIVER 
LESS NINE FOR 
TEN HALF PRICE 


The Oliver Typewriter 
Company created a nation- 
wide revolution on March 1, 1917, when it an- 
nounced its new plans. No more expensive 
sales force of 15,000 men! No high office 
rents in 50 cities! No idle stocks! 

But dealing direct with the people—cutting 
out all middlemen. The old plan cost the 
buyer a needless $51 per machine. We now 
save that and give it to you. So the new price 
for standard $100 Olivers is $49. 

The Oliver Nine—our latest 
model—direct from the factory to 
you. It is the finest, thecostliest, 
the greatest typewriter ever built. 
Used by theleading concerns. 

Who would ever pay over $49 
again for a new typewriter? Es- FACTS f 
pecially when we not only make L A 
a new low price, but also give \ 
the lowest terms—about 10 cents 
per day—overa year to pay, 


STARTLING 


Contractors’ 
Special! 


For contractors, our 
Special Oliver Nine is un- 
beatable. Besides being 
the best for ordinary cor- 

. respondence, none can 
: ; Y equal it for figure work. 
It has the characters you 

Over 600,000 Sold need, as shown on the 
keyboard herewith. 

And remember, carbon copies cf everything writ- 
ten, for your records. 

Our new price and terms ought to sell an Oliver 
to every contractor, Longhand writing will be out 
of date among progressive men, 


ee dd 
www... 
"cmm 


—— 


Free Trial—No Money Down 
closure entitled "The High ant t FREE 
BOOK 


'l'ypewriters—The Reason and the 

Remedy.” 'Thenaskforatrial, You 

are not put under the slightest obli- 

gation. It is our new-day way of 

sellin It saves money for both of "Phe 

us. You act as your own salesman— High Cost Of | 

the Oliver itself must convince you. Typewriters 

You pocket the $51, d dum 
Send in the coupon below today and the . |. 

for one copy of this sensational book heme H 

that exposes the secrets of the type- 

writer world. (609) 

Cancdian Price, $62.65 


C ----—---"--- "ww, RR" M." A"... 


THE OLIVER TYPEWRITER COMPANY 
240A Oliver Typewriter Bldg., Chicago 
n i ms your book and further information—all free and with- 
ut obligation to me. 


AR a dics TOAST EIEE ME EN A PERE RR INQUE ETE iE 


Street Address. ..... ds i 


City i _..... State 


' è — 
w ...."..................................................... 


| Ë 
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(Continued from page 116.) 
terials and finish in small capital letters. 

Check entire plan alone and in connection with other 
plans and elevations before tracing. 

The basement, second floor and attic or roof plans 
may be easily determined by projecting from first 
floor plan. as illustrated, or a common method in office 
practice is to place either tracing paper or cloth over 
the first floor plan and transfer wall outlines, main 
partition. stairs, chimneys and position of openings 
to either the second floor or basement plans. The 
same sequence may be used in drawing up the other 
plans. 

ote 


Government’s Advice on Selecting Indus- 
trial Housing Sites 
Continued from page 29. 
Trans portation—What are the railroad switch and 
transportation facilities for delivery material ? 


Loi al Lab )Y 


reference to available carpenters and laborers. 


Investigate local labor situation. with 


Selection of Sewer Outfalls 

Outfalls to be First Considered—As the sewerage 

and drainage are in many ways affected by the ultimate 

method of sewage disposal, it is essential that investi- 

gators should obtain the data for the proper solution 
and approval of that problem. 

State Control 


In most states the state board ot 


health has control of the sanitary standards to be 
observed, and in some cases they issue rules, directions 
and, in other cases, have well defined policies which it 
is important to know and follow. 

Detailed Approval by State Where 
state board of health or other authority controls steam 


Authorities- 


pollution, it is usual to find that the law provides that 
it has final approval of all plans and specifications. 
This should be kept in mind. 

Extension of Existing Facilities—In localities where 
sewerage facilities exist, extension of such facilities 
is presupposed, unless the state authority or good prac- 
tice requires their revision or rejection. 

Local Practice 


ous to municipalities or are parts of municipalities, the 


In developments which are contigu- 


practice and method of such municipality should be 
followed if good, and followed and supplemented by 
good practice where desirable. 

Isolated Developments—Where developments are 
not adjacent to settled territory of any description, 
standards must be outlined, future expansion taken 
into account and especially complete information 
obtained. 

Stream Pollution 


receive raw sewage from isolated developments unless 


In general, streams should not 


the extreme low-water flow of the stream exceeds 
about 5 cubic feet per second for each 1,000 of the 
probable future population. 

Provisions for Future Tankage—In every case, 


Continued to page 120. 
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MYERS Garage 


Door 


Hanger 
No. 25 


WHY WORK FOR WAGES? 


Be independent. Be your own boss, don't slave for 
wages. 

Start now at once in business for yourself. 

You need no experience, we tell you how, in a plain 
simple manner. 


Most a hanger will open " g 
close a garage door part of the t 
but. when it comes to stormy weath 
with snow and ice, and frost- heaved 
ground and cement to contend with 
there are few hangers indeed that will 
meet and overcome conditions like this 
nd permit the doors to b. ypened 
or closed just as in normal weather 

It s different with doors hung on 
MYERS GARAGE DOOI 


HANGERS ar through servi is the tiel lor. de s ü 
ASBESTONE. on the inside and slid around the corn n curved s n of 
COMPO rLOO0RING track out of the weather and out of the w Thi k rs 
SITion are also equally apre sa Par when used for regular slidinz or 

folding doors and can be mounted on any 11" flat steel track 

Te offe , ‘ ity Xa id ‘ a section of which can be easily curved for the corner 
We offer you an opportunity to represent us and at Special features include adjustable, flexible and  stayon 
the same ime make a handsome profit for yourself. construction, ‘tsodens wolerw, stes roller bearings aub 
, " stayon device «crank shaped stem, et which pro di ice ideal 
Laying Asbestone floors is both easy and prcfitable. sliding door service for any building. Sold and installed b) 
dealers, contractors arpenters and builders Cat alos and 
Write at once fer the territory yeu want and we will send prices to the trade Catalog and information to anyot 


you full particulars and information of what others say abcut 
Asbestone flooring. 


Franklyn R. Muller & Co. 


874 Madison Street Waukegan, lll. 


- F E. MYERS&BRO. 
Ashland, Ohio 


w mem , 
| Curved Section of Track for Corner } 


Ability to Stand Wear and Tear 


Determines the character of door hangers 
for warehouses, freight sheds, wharf sheds, 
lumber sheds and similar buildings. 


Richards-Wilcox Parallel 
Sliding Door Hangers Ea 


are built to stand up under constant use. Doors hung 


on R-W warehouse door hardware move 

easilv and can be opened at any point, 

eliminating the necessity of spotting 
‘ars and trucks; save annoyance. 


Sold by the best hardware trade 
everywhere 


Richard sWilcox Manufacturing (o 


TRAMCIHCO Aurora, luLLINOIS , USA. —— 


tos ANGELES 


Cus Richards Wilcox Canadian Co.Ltd. London. Ont — 
"A hanger for any door that slides” 
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Government's Advice on Selecting Indus- 
trial Housing Sites 


Continued from page 118.) 
where possible, outlet sewers should be at such eleva- 
tion that sewage treatment by tankage can be readily 
introduced in the future, if required. 

Outlets—In the cases of all considerable streams 
into which the contents of sewers are discharged, good 
practice would suggest that submerged outlets convey- 
ing the normal flow should extend out into water of 
such depth that the sewage will be quickly diffused and 
not easily observable. Overflow.at the shore line may 
provide for abnormal flow. 

Tidal Outlets—In cases where outlet sewers empty 
into tidal estuaries, special studies are necessary to be 
assured that freedom from offensive conditions will be 
obtained. In some cases, where elevation is lacking, 
it may be necessary to store the sewage temporarily 
during high tide, and in other cases it may be desir- 
able for other reasons to release the sewage from 
storage reservoirs on the falling tide only. 

Partial Treatment—In cases where the low-water 
flow of streams available for sewerage is less than 
about 5 cubic feet per second for each 1,000 of ulti- 
mate future population treatment works 
should be planned for, and if the population in the 
near future requires such works should be introduced 


served, 


more or less completely, as circumstances appear to 


render necessary. 


* - ° ° . 9 o ^ 
ecu" e oo o ^ 
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Complete Treatinent—In cases where the sewage 
must be emptied into a stream quite insufficient in 
flow to deal properly with it, treatment works of a 
reasonably complete character must be introduced. 

Complete Plant for Extreme Cases—No sewage or 
polluted storm water should be discharged into a 
stream used as a source of domestic water supply at 
any point where it may possibly contaminate such 
water supply, except in the most extreme cases. When 
it 1s absolutely unavoidable to divert the sewage from 
a stream used as a source of water supply, treatment 
plants of the most complete and reliable character 
should be introduced. A site involving the above 
conditions is undesirable, and should not be selected 
if 1t 1s possible to avoid it. 

Provision for Future Treatment —Where it is likely 
that while the present population may safely empty 
sewage into streams, the future population can prob- 
ably not do so. Space and elevations should be left 
so as to provide for the possible future installation 
that may be necessary. 

Treatment Sites Removed from Population Areas— 
Sewer outfalls liable to require treatment plants should 
not be located in or near thickly populated or resi- 
dential property, if it is possible to avoid it. 

Long Outfalls Avoided—Long outfall sewers are to 
be avoided if possible, where the liabilitv to introduce 


(Continued to page 122 
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WE TEACH 


Plan Reading 
Use and meaning of al! 
thelines. Floor plans and 
elevations. Reading di- 
i Detail draw- 


Construction 
Brick werk, stone, work, 
carpentry, plans and speci- 
fications. Every pod on 
lained for residences, of- 
e buildings, factory 
buildings, school houses, 
apartment buildings, bank 
buildings, etc., etc. 
Estimating 
Figuring on every kind 
of building work fully ex- 
pans, bor and mater- 
al. Problems worked out 
from plans. Practical 
builders’ methods studied 
from plans and specifica- 
tions of actual buildings of 
every kind, 
Arithmetic 
A complete course ar- 
ranged for builders and 
contractors. 
Architectural Draftin 


Also other branches o 


drafting. Send for special 


catalog on these courses. 


YES! 


AMERICAN BUILDER 


In Plan Reading. 


Send now for this FREE lesson 
which we will send to prove how quickly you 
can learn Plan Reading by:our new easy 
method. Nota penny to pay for this lesson. 
Without a good knowledge of plans your op- 
portunities are limited. The man at work 
doesn't get the chance to study blue prints 
or to have their meaning explained. We 

makethe chance for you. We place in your handa 
plans used in actual building work by contractors 
in Chicago and other cities, and you get lessons by 
men in charge of building work who will help you 
at every step and make you an expert plan reader. 


Builders’ Course 
On Easy Payments 


Our Builders' Course gets right down to the things 
you need to know. And you can get it on easy pay- 
ments. A small first payment when you enroll—then 
payments monthly—so emall you will never feel the 
cost. At least send and find out what this course 
really offers and how you can make more money by 
learning what we will teach you in a short time. 

š Use your spare time at 
Learn By Mail home to learn how to be a 
better workman, a better foreman or a better contrac- 
tor. And even after you complete the course you have 
the pri ilege of consulting us when you want sug- 
gestions. We will always be ready to help you. 


WRITE! 


Get this information now. Learn how to | 
make more out of your work or out of your | 
business by knowing more about it. All this infor- 
mation is free, Send for Free Lesson and this infor- 
mation—now. Just send request on a postal card. a 


Chicago Technical College 


736 Chicago "Tech" Bldg., Chicago, lll. 


Saw Makers" 


We Make Them! 


The best saws on the market today! Have 
you tried them? If not—do so! 

Simonds Saws have a national reputation. 
We have just the saw you are looking for. 


$3.00 


or sway back. 


buys this excellent Hand Saw. Correct 
balance, weight, temper, ete. 


Straight 
24 or 26 inches. Write fora FREE copy 


of our ‘Carpenters Guide Book.” 


SIMONDS MFG. COMPANY 


FITCHBURG, MASS. 


17th Street and Western Ave., Chicago 
5 Factories and 11 Branches 


WHEN WRITING ADVERTISERS PLEASE 


SUL 


S 


A 


N Griffin 
se Door Stops 


Steel 
No. 640 


Are drawn into shape from one piece 
of high quality Cold Rolled Steel 
making them extra strong—guaran- 
teed indestructible. 


The rubber bumper is made from the 
best rubber and is backed up by a 
metal disc, which in turn is knurled, 
“ENTRENCHED,” in place—and 
will stand all the “Banging” one can 
possibly give it, and absolutely can- 
not work out of place. 


Beautiful Yet Plain 


Compare this beautiful, plain door 
stop with the ordinary kind. It is 
modern and when finished in any of 
thevarious Griffin Hardware Finishes, 
it harmonizes with the beautiful in- 
terior finish of the Modern Home or 
Building. 


No sharp edges or corner to cut the 
hand on, catch the clothes, as the 
woodwork is dusted. This is the 
door stop your customer is looking 
for. Have your Hardware Dealer 
show them to you. 


Send for complete circulars 
and information at once 


The Griffin Mfg. Co. 


Erie, Pennsylvania 


17 E. Lake St. 
CHICAGO 


30 Warren St. 
NEW YORK 
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Stop Those Leaks! 


, | 'HE easiest and quickest way of re- 
pairing leaks in radiators, pumps, water 


jackets, motor head gaskets, hose connections, 
etc., is to use Johnson's Radiator Cement. This will 
stop the leaks in just a few minutes without laying up 
the car. No mechanical experience is required—all 
you have to do ts remove the cap and pour the cement 
into the radiator. 


JOHNSON’S 
RADIATOR CEMENT 


Quick—Efficient—Harmless 


Johnson's Radiator Cement contains no pow- 
ders, cement or anything which can coat or clog the 
cooling system, and is absolutely harmless in every re- 
spect. It will ordinarily seal a leak in from two to ten 
minute 


Johnson's Radiator Cement blends perfectly 
with the water until it reaches the leaks—just as soon 
as it comes in contact with the air it forms a hard, 
tough, pressure-resisting substance which is insoluble 


in water m iking a permanent seal, 
Quarts $1 15 Pints . S1.00 


Half-Pints..$ .65 
Write for our folder on “Keeping Your Car 
Young" —it’s free. 


If your dealer cannot supply vou, 
use attached coupon 


S. C. JOHNSON & SON, Dept. ACB 7 
- Racine, Wis. 


I enclose $1.00 for which please send me, 
all charges prepaid, a pint of Johnson's 
Radiator Cement. Also send me, free your 
booklet on “Keeping Your Car Young”. 


Namen EERTE TE TTTS 


........... 


SON T SUN 1 in awawqwwusa.......... 


Ga. LI d WIS. VE So 
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Government’s Advice on Selecting Indus- 
trial Housing Sites 


Continued from page 120.) 
treatment works is only a future possibility. Short 
outfalls to the nearest outlet may be selected, but at 
such elevation that intercepting sewers to more distant 
outfalls can be introduced when found necessary. 
Water Supply Details 

Extension of Existing Facilities—Available water 
supplies already developed should be examined in de- 
tail, to ascertain that they will be satisfactory from 
the standpoint of (a) quality; (b) quantity, and (c) 
pressure. 

Water-Works Information—W ater-works informa- 
tion should include: (a) Type and capacity of pumps ; 
(b) average daily supply; (c) population served; (d) 
pressure near point of extension; (e) relative eleva- 
tion of proposed site; (f) size of main supply pipes 
to site; (g) reservoir and standpipe elevations or 
storage. 

Cost of Connecting Mains—\WVhere connecting 
mains outside of the site are not sufficient in size or 
are deficient in pressure, the cost of supplying these 
deficiencies should be approximately ascertained, if 
possible, and also inquiry should make known whether 
that cost will be assumed by the municipality or water 
company. 

Water Rates—Ascertain whether water is sold in 
adjacent territory by meter or flat rates or in part; 
both what these rates are and what policy the water 
company or department will have in the matter of the 
housing development, particularly if the proposed 
housing quarters are outside of the corporate limits. 

Cost—Ascertain whether the extension of water 
mains within the housing development site will be a 
direct charge or will be amortized in the rates. 

Pressure—Find out whether the pressure is defi- 
cient, whether new and higher pressure can be gen- 
erally installed, whether a high service district is 
necessary, or whether booster pumps or storage will 
be needed. 

Fire Engines—.Nscertain. whether fire engines are 
used or extra fire pressure, developed at the pumping 
station, is used for fire service. 

Poor Supply Quality—Water supplies from surface 
supply unfiltered are to be looked upon with suspicion, 
and, generally, arrangements should be urged, if pos- 
sible, for their filtration or, at least, sterilization. 

Contamination by New Housing—Water supplies in 
adjacent developments should not be imperiled by the 
installation of the new housing developments in such 
manner that the sewage will reach their source. 

Special Report—lf entirely new supplies must be 
developed, an experienced water-works engineer 
should report especially on the possible source and 
the cost of construction and operation, and should 
show the resulting rates as well. 

Continued to page 124 / 
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MORTAR COLORS 
ARE PERMANENT 


This is because of our careful manu- 
facturing process and the use of only the 
best and purest ores obtainable. 


Clinton colors have stood a test of 35 
years and because of their richness of 
tone and durability of color they are 
specified by leading architects, contrac- 
tors and builders. 

Clinton Mortar Colors offer a wide range 


of tones and shades to most effectively bring 
out the beauty of the structure. 


Send for illustrated booklet No. 11 and samples. 


Clinton Metallic Paint Co. 


Factory Office New York Office 
CLINTON, N. Y. 101 PARK AVENUE 


BUY WAR SAVINGS STAMPS 


You Can't Afford to Be Without 


"Nice Liquid Filler 


BEC AUSE it means an economy of both time and material to 
you.—It requires little, if any, sand-papering and 

Gries hard in 8 to 12 hours, allowing o ay work to be 
done with safety.—It will enable you to make Orst-class jobs on 
elose gr woods with one coat of filler and one coat of varnish. 
—It will hold out varnish better than sheilac and will cover 800 


Sim ^ 
little is coat for 


Be sure you get the genuine Nice Filler. Ask your dealer to show you 
or write for our prices and catalog of earntahes, 
paints, coatings, filiera, enamels, etc. 


Eugene E. Nice Philadelphia, Pa. 


CAN GC 


O 
WATERPROOFING 
PRODUCTS 


Ceresit Waterproofing Compound 
Cem-bric Covering Compound 
Indurite Concrete Hardener 
Radiolite White Enamel 
pol - Ceresit Waterproofer and learn about these waterproofing 
u le 
CERESIT WATERPROOFING CO. 
910 WESTMINSTER BLDG., CHICAGO 


; | 
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Concrete Makes the Best 
Storage Houses 


The current issue of Alpha Aids is devoted to prac- 
tical ideas and plans for various storage buildings. 
The Alpha Service Sheets and Special Bulletins 
give details of construction on the subjects listed be- 
low. Any one of these Service Sheets and also Alpha 
Aids will be sent free if you live east of the Mississippi. 


— Storage House - Ice House — Smoke House 
— Storage Cellar Manure Pit -'Tanks 
— Milk House - Silo — Spring House 


- Corn Crib 
Check the one that tnterests you. 


ALPHA PORTLAND CEMENT COMPANY 
EASTON, PA. 


ALPHA nts CEMENT 


CONCRETE for PERMANENCE 


More Popular Than Ever 


ELLASTONE 
HOMES 


Our business ts better than ever. War time thrift and economy 
are dictating the choice of KELLASTONE Imperishable Stucco 
for home building. 

Consider the increased prices of other building materials and 
compare the greater beauty, elegance, permanence and LOW 
COST of KELLASTONE. 

Any old building can be remodeled, modernized and beautified 
by overcoating with KELLASTONE Stucco. Send for booklet 
No. 25 "Mankind's Greatest Triumph in Stucco Construction.” 


NATIONAL KELLASTONE CO. 
1330 Mallers Building CHICAGO 


124 
(Continued from page 122.) 
Streets and Pavements 
Situation—Note location of the proposing housing 


site with reference to street connections of the muni- 
cipality. Is the site on a main thorofare? Will ex- 
tensive street work be required to connect the housing 
site with the business and factory sections? 

is a well-drained site or one 
with gravel soil may materilly reduce the necessity 


Soil and Drainage- 


for expensive improved pavements, these features 
should be specially observed. 

Grades— The best topography for street grades will 
run not less than 0.3 per cent or 0.4 per cent and not 
greater than 4 per cent. Note the extent of grading 
required for streets and houses. 

Local Practice—Observe the local practice as to 
types of pavement, street and pavement widths, curb 
and gutters and sidewalks, particularly where there 
are recently built industrial housing quarters or new 
real estate developments. Note whether alleys are 
used. 

Local Materials and Prices—For approximate or 
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comparative estimates, note the availability of local 
paving materials and prices, also recent contract prices 
for pavements, curbs and walks. 


Electric Light and Gas 

A good description of the local electric-light plant 
and gas company should be secured. Have they capac- 
ity? How connected up to site? Cost? By whom 
paid? Report on local methods of street lighting. 

Investigate rates. Is there dissatisfaction in the 
community? Is it reasonable? Or unreasonable? 
Hear both sides to any controversy. Compare rates 
with other similar situation. See if there 1s any rea- 
son for abnormal rates. Are rates governed by state 
or other utility commission? 


Is service good? Quality of gas? How deter- 
mined? What ordinance requirement? Electric 
light: Are there breakdowns and stoppages? Why? 


Will companies finance complete installation and 
authorize through rates or expect cash cost advance 
and rates accordingly? 

What contractual relations otherwise may be rea- 
sonably expected ? 


BUILDERS’ 
HIGH GRADE WINDOW AND DOOR SPECIALTIES 


THE H. B. IVES CO. 


NEW HAVEN, CONN,, U. S. A. 
ESTABLISHED 1876 


INCORPORATED 1900 
MANUFACTURERS OF 


HARDWARE 


Write for Illustrated Folder 


ASK FOR THE 


Ce) Shelby Universal Casement Window Adjuster 
Reversible for right or left hand sash opening in 


or out. Will hold the window open positively locked 
in any position. Can also be used as a friction stay. 


Also furnished with bracket to be used where at- 
tachment to window casing or trim board is necessary. 


The Shelby Spring Hinge Co., Shelby, Ohio 


Equip Your Cupola with 


PURE GOLD LEAF 
WEATHER VANES 


“The Kind That Last’’ 
Manufactured and Sold by 


The Security Lightning Rod Co. 


Burlington, Wisconsin 


"One of Our Eight Brands of Pure Copper Cable Lightning Rods” 
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Short Talks With Our Subscribers 


Hughes Condemns Postal Zone System 


HE following open letter from Charles E. 
Hughes, probably the ablest mind in Republican 
national councils, and who was the head of the Hughes 
Postal Commission which made the latest investigation 
of the Postal Department of the country, is selí- 
explanatory. It is a splendid letter and we commend 
it to the serious thought of every one of our readers. 
By virtue of the months of painstaking investigation 
on the part of Mr. Hughes in these postal affairs, he 
is enabled to speak on postal matters in condemnation 
of this destructive postal “zone” law with technical 
authority and a professional reputation of national 
recognition. 

He condemns absolutely this iniquitous, reactionary 

and destructive postal “zone” law enacted last year. 
1262 New Hampshire Avenue, 
Washington, D. C., June 17, 1918. 
Mr. Allen H. Richardson, Publishers’ Advisory Board, 
200 Fifth Avenue, New York. 
Dear Sir: 

In answer to your letter, I beg to say: 

I prefer not to accept a retainer to appear before legisla- 
tive committees upon matters of general policy, as in such 
matters, if I have anything to say, I desire to speak only 
as a Citizen. 

I have no hesitation in saying that I regard the zone 
system of postal rates for newspapers and periodicals, com- 
ing under the definition of second-class mail matter, as ill 
advised. The Commission of Second-Class Mail Matter 
(appointed in 1911), of which I was a member, considered 
this question and reported unanimously against the zone 
system. We said in that report: 

“The policy of zone rates was pursued in the earlier 
history of our post office and has been given up in favor 
of a uniform rate in view of the larger interest of the 
nation as a whole It would seem to the commission to be 
entirely impracticable to attempt to establish a system of 


“Progress in the post office, with respect, both to econ- 
omy in administration and to public convenience, leads away 
from a variety of differential charges to uniform rates and 
board classifications.” 

In my judgment the zone system for second-class mail 
matter is unjust to the publisher and unjust to the public 
It not only imposes upon the publisher the additional rates 
upon a sectional basis, but it makes necessary the added 
expense for the necessary zone classifications at a time when 
every economy in production and distribution is most impor- 
tant. It introduces a complicated postal system to the incon- 
venience of the publisher and public when there should be 
a constant effort towards greater simplicity. There is no 
more reason for a zone system of rates for newspapers and 
magazines than for letters. 

Newspapers and magazines are admitted to the second- 
class postal rates on the well established policy of encour- 
aging the dissemination of intelligence, but a zone system 
is a barrier to this dissemination. If it is important that 
newspapers and magazines should be circulated, it is equally 
important that there should not be sectional divisions to 
impede their general circulation thru the entire country. 

We are proud at this moment of our united purpose, but 
if we are to continue as a people to cherish united purposes 
and to maintain our essential unity as a nation, 
foster the influerces that promote unity. The greatest of 
these influences, perhaps, is the spread of intelligence dif 
fused by newspapers and periodical literature. Abuses in 
connection with second-class mail matter will not be cured 
by a zone system of rates. That will hurt the good no 
less than the bad and perhaps some of the best sort of peri- 
odical literature will be hit the hardest. 

We do not wish to promote sectionalism, and “one coun- 
try” means that in our corespondence and in the diffusion 
of necessary intelligence we should have a uniform postal 
rate for the entire country. The widest and freest inter- 
change is the soundest public policy. 

I hope that Congress will repeal the provision for the 
zone system which is decidedly a looking-backward 
walking-backward measure. 

Very sincerely yours. 


we must 


and 


zone rates for second-class matter. * * * (Signed) CuHarces E. Hucues 
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SPRING HINGES 
A SUGGESTION 


Do you specify a spring hinge with dis- 
tinctive features which will appeal to your 
client and assure satisfaction to all con- 


Chicago “Triplex” 
Spring Butts 
offer this advantage to you. 
The appearance, durability 
and finish of this article are 
unsurpassed, and in con- 
sideration of prices that 
are conservative in respect 
to value, the up-to-date 
builder cannot afford to 
risk his reputation forgoods 

that are unsatisfactory. 


Bend for Catalogue C 32. It illustrates and describes 
the mest complete line of Spring Hinges manufactured. 


Chicago Spring Butt Company 
NK 


CHICAGO NEW YORK 


Statned with Cabot's Creosote Statns 
C. M. Hart, Archttect, Bay Shore, N. Y. 


Stained Shingles 


The Warmest, Most Artistic and Most Economical 
of all House Finishes 
Wood shingles are two or three times warmer than the gummed- 
paper substitutes, and they are cheaper, last longer and are in- 
comparably more artistic and attractive. When stained with the 
eoft moss-greens, bungalow-browns, tile-reds and silver-grays of 


Cabot's Creosote Stains 


they have a richness and beauty of tone that no other finish can 
ual, and the creosote thoroughly preserves the wood. Use them 
so on siding, boards, sheds and fences. Anyone can apply them 
with best results at least expense. 


Cabot's *Quilt" 


makes floors and partitions sound-proof by breaking up the sound- 
waves and absorbing them. It makes walls and roof cold- and 
heat-proof by a cushion of minute dead air spaces that prevents 
the conduction of heat. From 28 to 50 times as efficient as cheap 


building paper. 
You can get Cabot's goods all over the country. 
Write for samples and name of nearest agent. 


SAMUEL CABOT, Inc. 
Manufacturing Chemists BOSTON, MASS. 
1133 Broadway, New Yerk 24 W. Kinsie St., Chicage 
Cabot's Brick Stains, Stucco Stains, Conservo Wood Preserva- 
tives. Damn-proofing, etc. 
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BOMMER 


Floor Surface Spring Hinge 


Double or Single Action, Holdback, Ball Bear- 
ing. Every moving part of this hinge can be 
oiled from a single hole on outside of side-plate. 
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Ahi 


The most durable hinge of its type; holds the door 
open when swung to 90 degrees at either side 


Your Hardware Merchant Can Supply Them 
Bommer Bros., Manufacturers, Brooklyn, N.Y. 


Worth Much to You 


Morrill 
Set 


P : 


Saw 


All master carpenters are using this Saw Set. In one oper 
tion it takes out the wrong set and puts in the right one 
Write for FREE booklet “Saw Points" It tells how « 
properly joint, set and file hand saws 


CHAS. MORRILL 


94 Lafayette Stre 
NEW YORK 


Builders’Hardware 


No. 3978—Surface Hinges, Antique 
Copper finish. Per dozen pair... .$1.90 


No. 6—Builders’ Hardware Catalog sent 


free. On account of market conditions, 
we are unable to issue net price list. 
Send us your hardware list for quotation. 


We do not sell to carpenters or 
contractors in Cook County. Ill. 


REHM HARDWARE COMPANY 


1501 Blue Island Avenue, CHICAGO, ILL. 
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